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PREFACE 

Purpose  and  Scope  of  Handbook. 

The  purpose  of  this  handbook  is  to  serve  as  a  guide  in  carrying  on  erosion  control  work  in  the  national 
forests.  It  therefore  emphasizes  the  control  measures  which  apply  to  comparatively  undeveloped  or 
forested  types  of  land  rather  than  those  for  agricultural  or  cultivated  areas. 

While  the  great  importance  of  vegetation  as  an  erosion  control  measure  is  stressed,  it  is  not  within 
the  scope  of  this  handbook  to  dictate  species  or  kinds  of  vegetation  for  specific  uses.  The  local  research 
office  or  experiment  station  should  be  called  upon  to  advise  on  matters  pertaining  to  the  use  of  vegetation. 

The  greater  part  of  the  handbook  deals  with  the  design  and  construction  of  engineering  structures 
which  have  proven  practicable  for  erosion  control  work,  and  with  the  considerations  which  affect  the  choice 
and  use  of  these  structures. 
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Chapter  I 


THE  EROSION  PROBLEM  ON  NATIONAL  FORESTS 

1.  Definition  of  Erosion. 

The  term  erosion  as  used  in  this  handbook  means  the  rapid  washing  away  of  earth  and  rock  by 
water.  This  includes  movement  from  its  natural  state  as  well  as  transportation  in  well-defined  channels. 
The  most  evident  results  of  erosion  are  the  removal  of  topsoil,  cutting  of  gullies,  breaking  down  of  stream 
banks,  depositing  silt  and  debris  on  valuable  land,  and  causing  streams  to  become  muddy.  The  problem 
of  determining  the  proper  remedy  to  stop  rapid  erosion  and  restore  nature's  balance  is  termed  an  "erosion 
problem." 

2.  Nature's  Balance. 

A  knowledge  of  the  relation  between  vegetative  cover,  run-off,  and  soil  is  of  fundamental  importance 
in  arriving  at  an  intelligent  plan  for  combating  erosion.  It  is  recommended  that  all  persons  interested 
in  erosion  control  problems  read  the  book  entitled  "Little  Waters,"  a  study  of  headwater  streams  and 
other  little  waters,  their  use  and  relations  to  the  land,  by  H.  S.  Person,  consulting  economist,  with  the 
cooperation  of  E.  Johnston  Coil,  economist,  and  Robert  T.  Beall,  associate  economist,  for  Soil  Conser- 
vation Service,  Resettlement  Administration,  and  Rural  Electrification  Administration,  November  1935. 

The  following  paragraphs  have  been  selected  from  Little  Waters  to  give  a  brief  idea  of  these  funda- 
mental principles: 

The  part  played  by  forests,  grasses,  and  other  vegetative  cover  in  the  natural  circulation  of  earth  waters  is  of  especial 
importance.  Notwithstanding  disagreement  among  scientists  when  they  consider  it  in  such  aspects  as  influence  on  climate, 
rainfall,  and  stream  flow  of  large  rivers,  the  weight  of  scientific  judgment  is  that  the  influence  of  such  cover  on  absorption, 
infiltration,  and  ground  water  storage,  and  on  regularity  of  the  flow  of  creeks  and  small  headwater  streams  through  its 
influence  on  ground  water  supply,  must  be  a  dominant  factor  in  any  approach  to  solution  of  the  problem  caused  by  water 
and  soil  losses  through  excessive  run-off.  Experiments  and  measurements  have  proved  that  there  arc  noteworthy  differences 
in  water  and  soil  losses  as  between  forest  or  sod  lands,  lands  given  to  crop  rotations,  and  lands  given  to  continuous,  cultivated 
single  crops. 

It  has  been  a  popular  belief  that  forests  and  other  vegetative  cover  retard  run-off  and  conserve  water  primarily  because 
the  humus  and  humified  top  soil  absorb  and  hold  water.  These  layers  do  have  an  important  absorptive  and  holding  capac- 
ity, although  they  seldom  become  completely  saturated,  and  it  is  by  them  that  the  water  is  immediately  provided  which 
carries  sustenance  to  the  vegetative  cover.  But  even  more  important  is  the  promotion  of  penetration  to  deeper  storage  by 
these  layers.  The  forest  litter  and  the  grass  mechanically  retard  flow  and  hold  back  water  for  absorption,  their  coarseness 
promotes  penetration,  they  serve  as  a  filter  which  holds  back  most  of  the  particles  that  might  clog  the  soil  pores,  and  their 
presence  as  a  blanket  keeps  the  underlying  soil  moist  and  absorbent.  The  humus  increases  porosity  in  a  soil  not  only  by  a 
physical  influence,  but  also  by  a  chemical  influence  that  promotes  aggregation  of  soil  particles  (tilth),  and  by  harboring  worms 
and  other  soil  fauna  and  bacteria.  The  roots  of  the  trees  and  other  vegetation  open  channels  for  penetration  into  the  deeper 
ground  reservoir.  This  function  of  vegetative  cover  to  act  as  a  mechanical  retarding  agent,  and  to  keep  the  surface 
open  for  absorption  and  infiltration,  is  of  major  importance  and  should  be  kept  in  mind,  for  we  shall  find  that  it  is  the 
basis  for  most  of  the  arrangements  made  by  Man  for  conservation  of  soils  and  water  where  he  has  removed  the  vegetative 
cover. 

*  *****  * 

A  natural  balance  of  retarded  surface  flow,  underground  storage,  and  seepage  from  the  latter,  tends  to  maintain  a 
fairly  regular  supply  of  water  in  ponds  and  lakes,  and  of  flow  in  streams.  With  this  regularity  there  develops  also  a  balance 
between  water  and  organic  life  which  provides  food  for  fish  and  wild  fowl,  and  through  these  for  Man. 

******* 
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.•  ,ral  balance  ol  land  nu.l  water  forces  does  not  represent  complete  balance  and  perfectly  stable  relationships. 
I,       ....    |«  mUior  ■  broad  fra.no  of  balance  within  which  many  variations  occur.    On  the  whole,  however,  the  play  of 
■  era  ia  OsUbltshed  n  maximum  interplay  and  conservation  of  soils,  waters,  and  vegetative  cover. 
I„  ,  not  for  instance,  special  provision  for  prevention  of  Hoods,  either  on  the  little  waters  which  concern 

.     Li  ■  ran  and  their  major  tributaries.    On  the  whole  they  are  accepted.    But  under  undisturbed  natural 

,.   ,  j,      .  la  fl  |a  apparently  have  a  lower  crest  because  of  retardation  of  How,  and  the  amount  of  water  in  streams  is 

h  .  masons  than  it  otherwise  would  be.    These  arrangements  may  even  influence  the  magnitude  of  major 
lea  isod  bj  an  abnormal  combination  of  water-soaked  soils  and  heavy  precipitation  on  headwater 
.  to  l.rinu  their  contributory  Moods  together  into  one  great  flood  on  the  main  stem  of  the  drainage  system. 
Generally,  however,  floods  arc  permitted  to  encroach  upon  low-lying  lands  adjacent  to  the  regular  channels,  and  these 
food  plains  aiv  clothed  with  vegetation  suitable  to  their  environment. 

!.  t  auso  of  Krosion. 

Accelerated  erosion  is  caused  l>\  disturbing  the  natural  balance  between  soil,  vegetative  cover,  and 
run-off.    Of  these  three  factors  the  one  most  easily  disturbed  is  vegetative  cover.    This  may  be  damaged 
or  destroyed  in  ninny  ways,  of  which  (ho  following  are  the  most  common: 
I.  Fire. 

•J.  Overgrazing  by  livestock  or  game. 

3.  lagging  operations. 

4.  Farming  operations. 

.">.  Construction  of  roads,  dams,  etc. 
When  the  vegetative  cover  is  damaged  or  removed,  the  amount  and  speed  of  surface  run-off  is 
increased  with  the  result  thai  soil  is  carried  away  and  gullies  are  formed.    Such  a  condition  once  started 
tends  to  get  progressively  worse. 

To  quote  further  from  Little  Waters: 

The  influence  i  in  absorption,  infiltration,  the  groundwater,  and  run-off  is    *    *    *    observable  and  measurable.  Lum- 
ering  operations  are  immediately  followed  in  most  instances,  if  no  other  force  intervenes,  by  rapid  growth  of  brush  and 
saplings.    The  roots,  litter,  and  humus  tend  to  protect  the  capacity  for  absorption  and  infiltration.    Therefore,  under  the 
assumption  that  no  other  force  intervenes,  the  removal  of  standing  timber,  generally  speaking,  has  only  moderate,  if  any, 
infavorable  influence  on  the  absorption  and  percolating  capacity  of  the  underlying  humus  and  soils,  and  on  the  mechanical 
retardation  of  run-off. 

Hut  other  forces  have  been  permitted  to  intervene.    In  the  first  place,  as  has  been  indicated,  a  large  proportion  of  the 
in  which  forest  cover  has  been  removed  during  the  past  hundred  years,  has  been  completely  cleaned  and  made 
le.    This  substitutes  the  influence  of  cultivation  on  absorption  and  percolation,    *    *    *    for  the  influence  of 
forest  cover. 

In  the  second  place,  forest  fires  have  been  permitted  to  devastate  cut-over  lands.  Slashings  are  especially  susceptible  to 
fire  and  people  are  careless  about  fires  in  slashings  "because  the  valuable  timber  has  been  removed."  They  do  not  realize 
that  elements  more  valuable  than  the  timber — the  litter,  humus,  sprouting  bushes,  and  small  trees — have  not  been  removed 
by  the  cutting  and  will  be  destroyed  by  a  fire.  And  as  the  fires  spread  to  uncut  areas  vast  damage  is  done  by  destruction 
of  standing  timber,  underlying  shrubs,  and  especially  the  litter  and  the  humus  under  timber,  in  the  soil,  and  in  dried-out 
peat  bogs. 

In  the  third  place,  in  forest,  wood-lot,  and  grass  areas,  and  in  cut-over  areas  that  would  otherwise  have  begun  to 
ovei  grazing  has  entered  as  a  destructive  force.    Overgrazing  destroys  the  young  sprouts  and  the  grass, 
exposes  the  soil  to  disturbance  by  hoofs  and  rain,  and  thereby  to  the  invasion  of  erosion. 

I  he  litter  and  humus  are  removed  by  any  of  these  influences,  the  soils  which  they  have  protected  and  kept 
led  to  the  mechanical  influence  of  falling  and  running  water;  the  surface  is  sealed  by  the  puddling  rains  and 
et  erosion;  absorption  and  percolation  diminish;  and  the  force  of  the  increased  run-off  washes  the  soils  into 
ad  st  reams.   This  sheet  erosion  is  eventually  followed  by  gully  erosion,  the  slopes  are  stripped  in  places  to  the 
r  rock,  the  area  affected  becomes  barren  waste,  and  most  of  the  precipitation  passes  directly  to  the 
rivers  and  the  seas.    Soils  and  waters  which  might  have  served  men  are  lost. 

1.  IJps'ic  Principles  of  Control. 

A  dense  cover  of  vegetation  with  its  local  micro-climate,  its  litter  layer,  its  humus  topsoil,  its  soil 

 '  ">""-■  worm-:,  and  burrowing  animals,  is  the  one  and  only  way  by  which  erosion  can  readily 

be  prevented.    It  follows  then  that  when  the  cover— whether' forest,  brush,  grass,  or  weed— has  been 
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damaged,  depleted,  or  removed  by  some  external  factor,  its  restoration  will  provide  full  and  complete 
control.  A  vegetative  cover  and  its  soil  check  the  movement  of  water  and  hence  hold  the  soil  in  place 
by  (1)  preventing  the  rain  from  hitting  the  soil  directly  and  so  muddying  it;  (2)  by  yielding  or  leading 
into  the  soil  clear  water  at  low  velocity;  (3)  by  maintaining  soil  porosity  by  means  of  humus,  abundant 
soil  air  space,  and  root  and  insect  passages;  (4)  by  maintaining  a  barrier  against  surface-water  movement; 
and  (5)  by  binding  the  soil  particles  together. 

The  first  step  in  the  restoration  of  vegetative  cover  is  to  prevent  the  continuation  of  the  condition 
which  brought  about  its  destruction.  The  second  step  is  to  control  the  run-off  from  eroded  areas  so  as 
to  prevent  further  damage  to  the  watershed  or  property  below  and  to  encourage  the  vegetative  cover  to 
come  back,  either  naturally  or  by  artificial  seeding  and  planting. 

It  is  in  this  second  step  that  engineering  is  called  upon  to  function,  because  the  control  of  run-off 
from  eroded  areas  calls  for  construction  of  intercepting  or  diversion  ditches,  terraces,  dikes,  spillways, 
spreading  works,  revetments,  training  walls,  dams,  levees,  etc.  These  must  be  designed  and  constructed 
so  as  to  render  the  required  service  as  efficiently  as  possible.  To  do  this,  all  structures  must  have  strength 
and  capacity  to  handle  ordinary  run-off,  and  the  materials  used  must  be  durable  enough  to  last  as  long  as 
the  structure  will  be  needed. 

Where  the  watershed  will  be  revegetated  in  a  few  years  the  use  of  wood  in  these  structures  is  per- 
missible provided  than  when  it  rots  out,  there  will  be  no  serious  loss  of  the  soil  and  vegetation  above  them. 
This  means  that  structures  made  of  wood  must  be  less  than  2  feet  in  height  above  the  gully  bottom. 

On  arid  watersheds  where  there  is  little  possibility  of  the  vegetation  becoming  sufficiently  dense  to 
maintain  a  stable  condition  by  itself  in  a  reasonable  time,  it  will  be  necessary  to  construct  all  structures 
of  more  durable  materials,  such  as  earth,  loose  rock,  masonry,  or  concrete. 

5.  Economic  Considerations. 

Before  deciding  upon  the  control  measures  to  be  taken  on  any  given  area  the  following  economic 
aspects  should  be  considered: 

a.  Amount  of  work  that  can  be  justified. 

b.  Will  the  amount  of  work  justified  under  a  be  sufficient  to  give  adequate  control? 

c.  Amount  of  funds  or  labor  available. 

d.  Possibility  of  continuance  of  work  during  successive  years. 

The  justification  required  under  a  above,  must  be  considered  from  three  standards  of  value: 

1.  The  value  to  the  owner  of  this  and  adjacent  property  as  it  would  be  affected  by  further  erosion 
damage.  This  consideration  becomes  especially  important  when  the  eroded  area  lies  immediately  above 
a  highly  developed  area  such  as  a  city  or  valuable  farm  lands.  It  is  also  important  when  the  streams 
tributary  to  the  eroded  area  arc  valuable  for  water  supply,  irrigation,  recreation,  or  other  uses  making 
it  desirable  to  keep  them  as  clear  as  possible. 

2.  The  value  from  the  standpoint  of  presenting  Hoods  from  eroded  watersheds  which  often  cause 
great  loss  of  life  and  property  along  stream  and  river  channels  through  highly  developed  sections.  If 
each  drop  of  water  could  be  sunk  into  the  ground  where  it  falls  there  would  be  no  floods  or  erosion. 

3.  The  value  from  the  broader  viewpoint  of  Nation-wide  conservation.  As  certain  areas  of  the 
country  are  abandoned  to  destruction,  the  burden  of  taxation  and  production  on  the  remaining  area  be- 
comes increasingly  greater.  It  is  generally  agreed  that  we  have  already  permitted  the  destruction  of  a 
seriously  large  percentage  of  our  productive  lands,  and  that  corrective  measures  must  be  taken  to  prevent 
further  damage. 

Under  b  consideration  must  be  given  to  the  value  of  doing  a  partial  job  of  erosion  control  in  the 
event  property  values  will  not  justify  a  complete  job.  In  most  cases  it  will  be  better  to  do  nothing  than 
to  spend  money  on  work  that  will  prove  ineffective. 
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the  availability  of  Funds  should  not  lead  one  to  disregard  considerations  a  and  b.  There 
ill)  be  :i  suffioienl  Dumber  of  eroded  areas  where  the  work  can  be  justified  to  make  it  unnecessary 
!•>  s|h>ih1  money  on  projects  of  low  priority. 

Consideration  1/  will  determine  bo  n  large  extent  the  method  of  control  and  types  of  structures 
lopted.   Where  work  can  be  continued  from  year  to  year  il  will  often  he  economical  to  construct  cheaper 
structures  which  can  he  added  bo  as  Deeded,  replaced,  or  maintained.   Where  there  is  no  provision  for 
taintenance  or  future  work  all  structures  must  be  made  of  materials  that  will  last  as  long  as  the  structure 
must  function. 
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Chaptek  II 


EROSION  CONTROL  MEASURES 

6.  Control  Measures. 

It  must  be  remembered  that  these  instructions  are  intended  to  cover  all  of  the  national  forest  areas 
in  which  erosion  occurs.  Because  some  measures  which  may  be  adequate  in  the  South  will  be  entirely 
unsuited  to  western  conditions,  the  authors  have  attempted  to  outline  the  general  limiting  features  of  the 
various  corrective  measures.  Do  not  adopt  a  corrective  measure  blindly.  Read  the  text  carefully  to  find 
out  if  your  analysis  of  the  specific  conditions  of  your  problem  coincide  with  those  for  which  the  measure 
is  intended  to  be  used. 

In  the  control  of  erosion  a  number  of  varied  steps  are  often  necessary.  One  or  more  of  the  following 
measures  will  be  found  necessary  in  the  majority  of  cases: 

a.  Elimination  of  those  abuses  of  the  land  or  its  cover  that  are  responsible  for  accelerated  erosion 
(overgrazing  improper  agriculture,  fire,  destructive  logging,  operation  of  smelters,  road  fills  and  over- 
casts, etc.). 

b.  Construct  intercepting  ditches  on  a  very  flat  grade  around  the  head  of  the  eroded  area,  thus  pre- 
venting run-off  other  than  that  from  precipitation  on  the  immediate  area. 

c.  Drop  the  intercepted  run-off  down  a  gully  or  ditch  protected  by  means  of  check  dams  or  paving. 

d.  Construct  a  contour  furrow  system  to  reduce  run-off  and  thus  allow  the  vegetation  to  reclaim 
the  eroded  area.    This  system  aids  precipitation  to  percolate  into  the  ground  and  thus  conserves  water. 

e.  Construct  a  system  of  terraces  having  protected  outlets  and  drops. 

j  Break  down  gully  banks  to  smooth  the  surface  and  deposit  topsoil  in  the  gully  bottoms.  Some- 
times cut  pockets  or  ditches  into  side  walls  to  hold  topsoil  to  permit  vegetation  to  get  rooted. 
g.  Plant  the  eroded  area  to  some  form  of  vegetation. 

/(.  Cover  planted  area  with  a  mulch,  brush,  hay,  straw,  or  other  material  to  hold  the  loose  soil  in 
place  and  help  keep  soil  moist  while  vegetation  gets  started. 

i.  Construct  brush  wattles  to  hold  a  loose  slope  and  establish  a  growth  of  vegetation. 

j.  Construct  check  dams  in  the  gullies  to  prevent  further  cutting. 

k.  Construct  gully-head  plugs  to  prevent  the  upward  progress  of  the  gullies. 

/.  Construct  check  or  soil-saving  dams  at  such  intervals  and  of  such  heights  as  to  cause  the  gullies 
to  fill  up  and  so  restore  themselves. 

m.  Construct  diversion  ditches  to  carry  run-off  away  from  large  gullies  to  spreading  works,  another 
channel,  or  other  place  where  it  can  be  handled. 

n.  Construct  spreading  structures  below  the  outlets  of  ditches  or  channels  to  cause  the  run-off  to 
spread  and  percolate  into  the  ground. 

o.  Construct  debris  basins  with  spreading  structures  for  storing  the  debris  from  eroded  areas,  and 
thus  preventing  it  from  getting  on  improved  property  below. 

p.  Construct  training  walls  along  flood  channels  to  confine  the  flow  and  control  the  deposition  of 
eroded  materials. 

q.  Treat  ravelling  stream  banks  by  sloping  and  planting. 

r.  Construct  revetments  or  retaining  walls  along  streams  to  prevent  erosion  of  banks. 
s.  Construct  cross-checks  in  channels  to  prevent  bed  erosion. 

Any  practicable  combination  of  the  above  control  measures  may  be  used  on  an  erosion  job.  The 
nature  of  the  soil  and  vegetation,  topography,  amount  of  precipitation,  and  economic  considerations  dis- 
cussed on  page  3  will  determine  the  exact  method  of  attack. 

(5) 


7.  Steep  Slopes  With  Dense  Soils. 

;;.  and  »  show  views  of  an  eroded  hillside  in  Claiborne  County,  Tenn.,  before  and  after 
wtmenl  by  the  Tennessee  Valley  Authoritj     This  is  an  area  having  a  clay  soil  and  an  annual  rainfall 

The  slope  of  the  gullied  area  is  about  55  percent.  Improper  agricultural 
methods  on  the  slope  above  this  area  and  excessive  grazing  on  the  area  itself  led  to  the  eroded  condition. 
I  :l.  this  should  hav  e  been  grazed  very  lightly,  and  should  not  have  been  subjected  to  con- 

centrated  run-off  from  the  tilled  land  just  above  it.    Its  principal  value  is  for  growing  timber  and  for 

watershed  protection.  . 

treatment  by  the  Tennessee  \  alle\  Authority  consisted  of  operations  a,  b,  c,f,  g,  and  h,  which 
ssed  m  detail.    Logically  the  first  step  was  a,  eliminating  the  agricultural  use  which  caused 
This  not  only  applies  to  the  eroded  area  itself  but  also  to  the  land  above  where  it  is  con- 
ting  i  xccssh  e  run-off.    The  next  measure  was  b,  to  construct  an  intercepting  ditch  on  almost  a  level 
.;.  above  the  eroded  area.    This  was  followed  by  c,  placing  check  dams  in  one  of  the  gullies  to  convert 
it  int..  a  channel  for  carrying  the  water  from  the  intercepting  ditch.    This  protected  gully  can  best  be 
Been  in  figure  4.    The  intercepting  ditch  leading  to  it  is  not  visible. 

With  measures  a,  b,  and  c  performed  it  is  possible  that  the  eroded  area  would  have  stabilized  and 
n  . .  getated  itself  with  no  further  treatment.  On  an  area  having  less  run-off,  flatter  slope,  or  more  porous 
soil  this  would  probably  have  been  the  case,  However,  to  speed  up  and  make  more  certain  the  recovery 
of  the  area  further  treatment  was  given. 

This  consisted  of/,  breaking  down  the  steep  gully  banks,  thus  spreading  the  topsoil  and  stabilizing 
the  slopes  of  the  bank-.  This  also  caused  a  deposit  of  better  soil  in  the  gully  bottoms.  Having  broken 
down  the  gully  banks  and  somewhat  smoothed  over  the  area,  it  was  planted  to  grass  and  black  locust 
Thi-  was  immediately  followed  by  h,  the  covering  of  the  planted  area  with  brush  to  hold 
the  loose  soil  in  place  and  conserve  moisture  until  the  grass  got  started.  Note  in  figure  2  the  old  fence 
rails  w  hich  have  been  laid  horizontally  on  the  treated  slope.  They  serve  to  hold  down  the  mat  of  small 
brush  placed  over  the  seeded  area,  and  being  placed  horizontally,  they  tend  to  check  the  movement  of  soil 
and  water  down  the  slope. 

Figure  i  show  -  this  same  area  1  year  later.  Note  the  effectiveness  of  treatment.  After  almost  2  years 
the  treated  area  can  now  be  considered  well  on  the  way  to  restoration  of  vegetative  cover. 
To  illustrate  the  use  of  the  other  operations,  consider  their  application  to  this  problem. 
Measure  d,  contour  furrow  system.  This  would  be  somewhat  risky  here  because  the  heavy  soil 
would  n«»t  permit  rapid  absorption.  This  locality  is  subject  to  frequent  rains  of  high  intensity,  so  that 
lan:e  ditch  rapacity  and  close  spacing  would  be  required.  Due  to  the  frequent  rains,  there  is  a  good  chance 
that  the  ditcher  w  ould  be  overflowed  before  the  banks  could  be  stabilized  by  regrowth  of  vegetation.  On 
a  hillside  as  steep  as  this  one, if  water  overflowed  the  ditch  banks  and  poured  down  the  slope,  it  would  soon 
gather  sufficient  velocity  to  cause  considerable  damage,  and  might  even  start  new  gullies. 

Measure  e,  terraces  with  controlled  outlets.    This  system  would  function  but  its  cost  on  such  a 
p  -lope  would  be  excessive  and  its  desirability  questionable.    This  system  is  particularly  adapted 
of  light  slope  which  are  to  be  continued  under  cultivation. 

brush  wattles.    This  scheme  is  designed  particularly  for  steep  slopes  of  loose  soil  such 
load  fills.    The  principal  objection  to  its  use  here  is  the  cost,  which  often  exceeds  $500  per 
jrimately  the  same  result  was  obtained  in  this  case  by  seeding  and  covering  with  brush 
and  fence  rails. 

hi-.    The  construction  of  check  dams  in  gullies  as  steep  as  these  is  never  justified, 
'  1  ial  gullies  w  hich  are  to  be  used  as  run-off  channels.    As  an  aid  to  restoring  vegetation  in 
the  gullies,  they  would  be  practically  useless. 

These  would  not  be  of  any  value  on  a  steep  slope.    They  are  for  use 
almost  entirely  whore  a  gully  is  advancing  by  an  overfall  on  a  comparatively  level  grade. 
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Measures  I  to  s,  inclusive,  soil-saving  dams,  diversion  channels,  spreading  works,  debris  basins, 
training  walls,  revetments,  etc.,  are  for  larger  channels  and  flatter  slopes.  They  would  have  no  appli- 
cation on  this  immediate  hillside  but  might  be  used  in  the  valley  below.  Their  use  will  be  discussed  in 
connection  with  other  examples. 

8.  Steep  Slopes  With  Porous  Soils. 

Figures  5  and  6  show  treatment  of  eroded  slope  on  the  Wasatch  Experimental  Forest  in  Utah.  Tliis 
area  has  a  very  porous  gravelly  soil  on  a  slope  of  approximately  40  percent.  The  annual  precipitation  is 
about  18  inches,  coming  mostly  in  the  form  of  snow  in  the  winter  months.  The  erosion  problem  in  this 
case  was  caused  largely  by  the  combination  of  overgrazing,  and  unusually  heavy  summer  rains.  The 
accumulation  of  run-off  and  debris  from  many  such  areas  has  resulted  in  devastating  mud  flows  on  highly 
developed  agricultural  areas  at  the  foot  of  the  mountain.  Figure  7  shows  the  results  of  one  of  these 
floods  at  CenterviUe,  Utah.  The  area  shown  in  figures  5  and  6  lies  at  the  head  of  the  drainage  shown 
in  figure  7. 

The  treatment  of  the  areas  shown  in  figures  5  and  6  by  the  Intermountain  Forest  and  Range  Experi- 
ment Station  consisted  of  measures  a,  d,  g. 
Measure  a  consisted  of  restricted  grazing. 

Measure  d,  sometimes  called  the  Gradoni  terrace  system,  can  be  seen  in  figure  6.  These  contour 
terraces  are  3  to  4  feet  wide  and  about  1  foot  deep.  They  are  designed  to  hold  without  overflow  1){ 
inches  of  run-off  from  the  area  tributary  to  each  terrace.  This  is  considered  sufficient  for  the  maximum 
storm  and  it  is  assumed  that  the  stored  run-off  will  seep  into  the  ground  before  the  next  heavy  rain. 
These  terraces  have  earth  cross  dams  spaced  at  20-  to  30-foot  intervals,  which  prevent  the  longitudinal 
flow  of  water  in  the  terraces  and  thus  localize  the  damage  if  overtopped. 

Measure  g,  the  planting  of  vegetation,  consisted  of  planting  Douglas  fir  and  ponderosa  pine  seedlings 
in  the  bottoms  of  the  terraces.  This  will  give  the  seedlings  the  maximum  benefit  from  moisture  and 
insure  a  reasonable  chance  of  survival. 

Because  this  area  is  practically  at  the  summit  of  the  mountain,  the  use  of  measures  b  and  c,  intercept- 
ing ditches  with  controlled  drops,  were  not  necessary. 

On  account  of  the  porous  soil  and  light  rainfall  measure  e,  terraces  with  protected  outlets, 
is  unnecessary. 

Since  the  area  is  not  badly  gullied,  the  use  of  measures/,  break  down  gully  banks;  j,  cheek  dams; 
k,  gully-head  plugs;  I,  soil-saving  dams;  and  m,  diversion  ditches,  is  not  required. 

Measure  h,  cover  planted  area  with  brush,  would  have  been  needed  if  vegetation  had  been  planted 
between  terraces,  but  in  this  case  the  moisture  content  of  the  porous  soil  was  so  low  that  it  would  probably 
have  been  difficult  to  get  satisfactory  results  from  artificial  planting  between  terraces. 

Measure  i,  brush  wattles,  could  have  been  used  instead  of  the  terraces  but  would  have  been  much 
more  expensive. 

Measures  n  to  s,  inclusive,  do  not  apply  to  this  problem. 

On  a  similar  area  not  immediately  above  valuable  property,  the  restriction  of  grazing,  with  possibly 
some  planting  of  vegetation,  is  probably  the  only  control  measure  that  could  be  economically  justified. 

9.  Gentle  Slopes  With  Porous  Soils. 

Figure  8  shows  an  eroded  area  on  the  Navajo  Indian  Reservation  in  New  Mexico  which  is  being 
treated  by  the  Soil  Conservation  Service.  The  treatment  applied  here  is  a  combination  of  measures, 
a,  restricted  grazing;  m,  diversion  ditches;  and  n,  spreading  structures. 

The  diversion  ditch  in  figure  8  is  indicated  by  arrows  A,  and  spreading  structures  by  B.  On  gentle 
slopes  and  porous  soils  the  spreading  of  run-off  and  keeping  it  out  of  gullies  is  particularly  effective.  This 
not  only  allows  the  vegetation  in  the  gullies  to  heal  over  but  puts  more  moisture  in  the  soil  to  speed  up 
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Figure  5. 

Contour  Furrow  System  on  Eroded  Slope— Wasatch  Experimental  Forest,  Utah. 


Figure  7. 

Flood  of  Parrish  Canyon,  Centerville,  Utah.  1930. 
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the  growth  of  the  vegetation.    On  an  arid  area  such  as  this  the  vegetative  growth  is  necessarily  slow  and 
sparse  and  any  measures  that  tend  to  conserve  the  water  are  particularly  beneficial. 
Consider  the  application  of  other  control  measures  to  this  area: 

Measures  b  and  c,  intercepting  ditches  and  controlled  drops,  could  have  been  applied  in  conjunction 
with  m  and  n  if  considered  necessary. 

Measure  d,  contour  furrow  system,  would  have  been  effective  but  its  cost  would  be  too  great  for  an 
area  having  such  low  value.  Less  expensive  methods,  such  as  measure  m,  are  available  to  spread  the 
run-off  to  increase  absorption  on  moderately  sloped  areas  like  this. 

Measure  e,  terraces  with  protected  outlets  and  drops,  would  also  be  too  expensive  and  in  this  case 
would  not  be  as  desirable  as  the  contour  furrow  type,  since  it  is  desirable  to  prevent  loss  of  precipitation 
by  run-off. 

Measure/,  break  down  gully  banks,  is  probably  too  expensive  for  the  benefit  derived,  considering  the 
value  of  the  area  and  the  fact  that  no  planting  was  to  be  done. 

Measure  g,  planting  vegetation,  would  probably  not  be  very  successful  because  of  the  arid  conditions. 
A  few  plants  of  selected  species  would  survive  if  planted  so  as  to  get  the  maximum  benefit  from  rainfall 
and  run-off. 

Measure  h,  cover  planted  area  with  brush.  If  planting  had  been  done  measure  h  would  probably 
have  helped  get  the  vegetation  started. 

Measures  j  and  k,  construction  of  check  dams  and  gully -head  plugs,  could  have  been  done  but  would 
not  have  been  of  much  value  toward  reestablishing  vegetation.  It  would  have  prevented  further  gully 
cutting  but  not  the  excessive  run-off  from  areas  adjacent  to  the  gullies  which  is  really  more  important. 
Furthermore,  the  expense  of  constructing  check  dams  could  probably  not  be  justified  on  this  area. 

Measure  I,  soil-saving  dams  at  such  intervals  and  of  such  heights  as  to  cause  the  gullies  to  fill  up  and 
so  restore  themselves,  could  not  be  justified  in  this  case  as  the  benefit  to  be  derived  from  filling  the  gullies 
would  not  be  great  enough  to  cover  the  expense. 

10.  Gentle  Slopes  With  Dense  Soils. 

Gentle  slopes  and  dense  soils  are  typical  of  agricultural  areas  where  measure  e,  terraces  with  protected 
outlets,  is  commonly  applied. 

Figure  9  shows  a  system  of  terraces  with  permanent  masonry  checks  as  outlets  for  each  terrace. 
Tins  system  will  permit  the  continued  cultivation  of  the  field  and  prevent  excessive  erosion.  Since  such 
a  system  must  function  as  long  as  the  fields  are  kept  in  cultivation  it  is  necessary  to  construct  the  checks 
of  permanent  material  such  as  rubble  masonry  or  concrete. 

For  other  than  agricultural  use,  any  of  the  other  control  measures  listed  under  section  6  are  applicable. 

If  the  area  is  badbv  gullied,  as  the  Borgsmiller  Gully,  Jackson  County,  111.,  shown  in  figure  10,  measures 
a,  restricting  use  of  land;/,  breaking  down  gully  banks;  and  g,  planting  eroded  areas,  will  often  be  suffi- 
cient. In  this  case  it  was  also  necessary  to  employ  measure  j  in  the  form  of  low  check  dams  to  retain  soil 
in  the  gully  bottom  and  allow  the  vegetation  to  start.  Figure  1 1  shows  the  Borgsmiller  Gully  immediately 
after  the  above  measures  had  been  applied.   Figure  12  shows  the  results  of  these  measures  1  year  later. 

For  an  area  in  the  first  stages  of  erosion,  measure  a  together  with  g  alone  may  be  sufficient  to  prevent 
further  erosion  and  cause  the  return  of  vegetative  cover. 

11.  Restoration  or  the  Filling  of  Gullies. 

Gullies  are  the  evidence  of  advanced  stages  of  erosion.  The  excessive  erosion  itself  can  usually  be 
controlled  and  vegetation  restored  without  raising  the  gully  floors  to  the  ground  level. 

In  cases  where  large  gullies  have  lowered  the  water  table,  as  illustrated  by  figure  13,  and  thus  con- 
tributed to  the  depletion  of  vegetative  cover,  or  where  the  use  of  the  ground  will  otherwise  justify  the 
expense,  steps  may  be  taken  to  restore  gullies  to  approximately  their  normal  level.    This  is  measure 
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Figure  9. 

Gentle  Slope — Dense  Soil  Agricultural  Terraces  Near  Rush  spring,  Oklahoma. 
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FIGURE  12. 

he  eorgs miller  gully,  murphysboro,  illinois,  late  spring,  1935— one  year  after  being  planted.  now 

Fully  Healed  by  Trees  and  Lespedeza. 
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Trough    of  \/a//ey    in    naturo/  state.  Protected  by  /heavy  sod. 


•Second-  s  tage     causing    dep/et/on     of    vegetab/e     cover  in 
l/a//e_y    and     J  owe  ring     of'     wafer    tab/e.  Sage  brush 
/S    rep/ac ina  grass. 


Oserfo// -  Gu/ly  depth_  A" 
increases    to    depth  3 


FIGURE  13 

CROSS  SECTIONS  SHOWING 
The  Successive  Stages  in  the 
FORMATION   OF    A  GULLY 
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F/&URE  /3-b 
TYPICAL  CROSS  SECTION 

SHOWING  SPIRAL  CURRENT  MOVEMENT  AT  RIVER  BEND 
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1  as  described  under  Section  6.    There  are  two  general  methods  of  accomplishing  this  re- 
sult.   One  is  to  construction  the  dams  of  permanent  material  to  the  full  height  that  It 
desired  to  raise  the  gully.    The  other  method  Is  to  construct  a  series  of  low  temporary 
dams  and  later  construct  other  similar  dams  on  the  silt  deposits,  continuing  this  pro- 
cess from  year  to  year  until  the  gully  is  filled  to  the  desired  height. 

The  possibility  of  continuance  of  funds  for  several  years  will  determine  whether 
the  second  of  these  methods  can  be  adopted.    It  will  usually  be  the  cheaper  of  the  two. 


12.    Kud  and  Debrl3  Flows. 


Due  to  denuded  areas  on  some  watersheds,  heavy  seasonal  rains  cause  large  quan- 
tities of  eroded  material  to  flow  from  the  steep  canyons  and  spread  over  the  flood  cones 
at  their  mouths.    Because  these  floods  of  debris  often  cover  valuable  land,  railroads, 
and  highways,  it  is  necessary  to  construct  works  to  control  them  and  check  their  spread 
until  such  time  as  the  vegetation  on  the  watershed  becomes  dense  enough  to  prevent  their 
recurrence.    See  figure  7. 

Figure  14  shows  a  typical  debris-basin  development  at  the  mouth  of  a  small  canyon 
near  Salt  Lake  City,  Utah.  The  component  parts  of  this  work  are  indicated  by  letters  on 
the  picture  as  follows: 

A,  the  earth  dike. 

B,  the  masonry  spillway. 

C,  spreading  structures  within  the  basin  to  cause  the  flood  to  spread  and  deposit 
part  of  its  load  at  the  upper  end  of  the  basin. 

Dt  masonry  openings  through  dike  for  irrigation  ditches.    These  are  provided  with 
gates  which  can  be  raised  as  the  debris  deposit  raises  behind  the  dike. 

The  earth  dike  A  was  simply  pushed  up  to  a  height  of  10  feet  by  tractors  equipped 
with  bulldozers.    No  attempt  was  made  to  roll,  dampen  or  otherwise  compact  the  dike  as 
it  will  ordinarily  not  be  required  to  hold  any  appreciable  amount  of  water.    The  floods 
coming  behind  it  will  consist  largely  of  earth  and  rock  with  just  enough  water  to  make 
it  flow. 

The  masonry  spillway  is  designed  on  the  same  principle  as  any  masonry  dam.  See 
section  37  for  details  on  masonry  spillway  construction. 

The  spreading  structures  are  constructed  of  masonry  in  a  7-shape  with  the  points 
upstream.    The  points  of  the  structures  are  cemented  while  the  wings  are  of  dry  masonry. 
See  section  41  for  further  details. 


The  openings  for  irrigation  ditches  are  pieced  where  existing  ditches  were  locat- 
ed.   They  have  a  gate  which  can  be  closed  to  prevent  f loodwaters  from  getting  into  the 
ditch.    The  gates  are  constructed  so  they  can  be  raised  as  the  debris  level  rises  Inside 

of  the  dike. 


13.    Channel  Control. 


A.    The  Peculiarities  of  Stream  Flow: 


Gravity  is  the  motivating  force  behind  the  flow  of  water,  causing  it  to  pass 
fron  high  to  lower  elevations,  or  to  use  the  common  expression,  to  flow  down  hill.  When 
the  water  surface  drops  to  a  lower  elevation,  the  energy  equivalent  to  the  drop  in  eleva- 
tion, or  head,  is  converted  to  velocity.    The  fixad  relation  between  head  and  the  velo- 
city which  it  will  produce  is  represented  by  the  equation  v  =  /  2gh  ,  where  v  is  the 
average  velocity  in  feet  per  sedond,  &  is  the  acceleration  of  gravity  (32.2)~and  h  is 


the  loss  of  head  in  feet.    Conversely,  h  s  — | — -  ,  h  representing  the  head  which  will  pro- 

;  duce  a  certain  velocity,  v.    Therefore,  any  known  velocity  v_,    can  be  converted  back  to 
the  head,  h,  which  caused  that  velocity,  in  which  case  h  is"*known  as  the  velocity-head 
for  that  particular  condition.    Another  force  to  be  considered  is  that  of  friction,  for 
there  is  a  certain  amount  of  energy  lost  in  overcoming  the  friction  of  water  against  the 
sides  of  the  channel  and  within  itself,  as  described  later.    At  any  point  in  the  channel, 
the  drop  in  head  from  the  initial  point  is  equal  to  the  increase  in  velocity  head  plus 
the  head  lost  in  friction  in  the  interval. 

It  is  of  particular  importance  in  river  hydraulics  to  recognize  the  fact  that  water 
does  not  move  forward  in  uniform,  parallel  layers,  but  instead  is  subject  to  regular  pul- 
sations, combined  with  very  irregular  eddy  and  roller  motions.    The  cross-sectional  area 
and  the  velocity  change  continually,  but  mathematically  every  change  in  velocity  must  cor- 
respond to  a  change  in  surface  elevation.    In  any  particular  reach  in  which  the  cross- 
section  has  a  trough  or  U-shaped  form,  the  water  flows  more  rapidly  in  the  middle  and  at 
the  surface,  and  more  slowly  at  the  shores  and  along  the  bottom.    Due  to  the  friction  of 
the  fast  moving  particles  in  the  middle  against  the  slower  moving  particles  on  the  out- 
side, the  flow  is  attracted  from  the  shores  toward  the  center  and  continually  moves  from 
the  zone  of  slow  edge  velocities  to  the  zone  of  more  rapid  center  velocities.    Because  of 
this  motion,  it  is  evident  that  a  transverse  gradient  exists,  and  the  water  surface  at  the 
middle  of  a  river  must  be  lower  than  at  the  edges  of  straight  reaches. 

This  condition  holds  not  only  when  the  quantity  of  flow  of  water  is  constant,  but 
also  when  the  stage  is  falling.    The  condition  is  reversed  for  a  rising  stage.    The  only 
significance  this  has  to  our  problem  is  to  emphasize  the  fact  that  in  river  flow  there 
is  no  such  thing  as  parallel  or  laminar  flow,  and  that  even  straight  reaches  of  river 
channel  are  subject  to  the  erosive  action  of  transverse  currents,  as  shown  in  Figure  13a. 

If,  as  is  frequently  the  case,  the  material  on  one  bank  is  more  erosible  than  the 
other,  the  once  uniform  section  is  cut  away  at  that  bank,  introducing  a  bend  in  the  chan- 
nel which  results  in  a  spiral  motion  of  the  water.    The  transverse  movement  becomes  in- 
creasingly greater,  and  the  inertia  of  the  moving  water  around  the  bend  raises  the  water 
j surface  on  the  outer  or  concave  side  of  the  bend,  thus  further  aggravating  the  spiral 
motion.    The  superelevation  of  the  water  influences  the  velocity  and  direction  of  flow 
around  the  curve,  and  it  follows  that  water  must  flow  continually  from  top  to  bottom  at 
the  concave  shore,  as  illustrated  in  Figure  13b.  It  is  evident  that  after  a  bend  has  once 
started, there  is  a  constant  tendency  for  the  curvature  to  become  greater. 

The  control  of  streams  which  are  subject  to  large  periodic  flood  flows  and  which 
have  unstable  erosible  soil  for  their  bed    and  banks  is  further  complicated  by  the  pres- 
ence of  a  variable  amount  of  solid  matter  that  is  carried  by  the  water.    This  solid  mat- 
ter may  be  divided  into  two  types, 

1.  Suspended  matter,  which  travels  great  distances  suspended  in  the  flowing  water, 
and  which  settles  only  when  the  velocity  decreases,  or  when  the  distribution  of  velocity 

changes. 

2.  Detritus,  or  bed  load,  which  moves  by  sliding,  rolling,  and  jumping  along  the 
bottom  of  the  channel,  and  which  may  also  travel  great  distances. 

Their  laws  of  occurence  are  similar,  and  it  is  not  usually  possible  to  distinguish 
one  from  the  other  after  the  two  types  have  been  deposited.    However,  the  source  of  the 
detritus  is  more  often  the  upper  part  of  the  stream,  where  it  comes  from  the  weathering 
and  erosion  of  the  mountain  slopes,  and  generally  contains  the  coarser  and  more  abrasive 
jparticles.    The  finer  particles  that  go  into  suspension  are  more  often  acquired  from  the 
ilower  reaches.    It  is  the  presence  of  this  solid  matter  that  makes  it  possible  to  so  di- 
rect end  control  the  stream  currents  as  to  build  up  protecting  bars  and  deposits  which 
prevent  further  damage  to  the  banks. 
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The  Mount  of  solid  matt.r  carried  by  a  stream  veriea  according  to  the  etage. 
71*  hlrtT  tha  flood  stage  tha  greater  will  ba  tha  Taloolty  and  tha  transporting  power 
of  tha  watar.    A  measure  of  the  tranaportlng  force  of  atraama  In  which  the  width  la  more 
than  30  times  tha  depth  may  be  computed  from  the  formula: 

r  >  62.5  d  a  (1) 
In  which  F  la  the  tranaportlng  force  In  pounds  per  aq.  ft.  d_  la  the  depth  of  the  water, 
in  f t«t,  and  ■  1»  the  alope  of  the  water  aurface  expressed  as  the  ratio  of  vertical  drop 
-...Tir.  distance. 

For  narrower  atraama  a  more  exect  determination  of  the  tranaportlng  force  may  ba 
made  by  using  the  hydraulic  radlue  of  the  aection  in  place  of  the  depth  in  formula  (1). 

Table  I  glTes  the  transporting  force,  called  the  limiting  force,  required  to  start 
tt>T*=»)nt  of  various  kinds  and  sizes  of  detritus.    The  transporting  force  at  which  moving 
eedlment  begins  to  eettle  la  about  70#  of  the  limiting  force  at  which  it  begins  to  move. 

Table  I 

Limiting  Transporting  Force  of  Detritua 


Eind  of  Detritua 


Clayey  Soil 
Send 


Cravel 

Coarse  gravel 

Flat  limestone  chlpa 


Size  of  gralna 


0.20  to  0.40  mm. 

0.40  to  1.00  mm. 

graded  up  to  2.00  mm. 

0.5  to  1.5  cm. 

4.0  to  5.0  cm. 

1  to  2  cm.  thick, ) 

4  to  6  cm.  long  ) 


Soreen  Size 
or  diameter 

passing  #40 
#75  to  #40 
#40  to  #18 
Passing  #10 
#4  to  9/16" 
1-1/2"  to  2* 
3/8"  t  3/4" 
1-1/2"  to  2-1/4" 


Transporting  Force 
In  lbs.  /  aq.  feet 

0.2  to  0.25 

0.04 
0.05  to  0.06 
.  0.08 

0.26 

1.0 

1.15 


Another  factor,  the  amount  of  which  cannot  be  measured,  has  much  influence  on  the 
transporting  ability  of  flowing  water.    This  factor  is  the  turbulence,  for  upward  currents 
■hleb  accompany  it  tend  to  keep  soil  particles  in  the  suspended  state.    Clear  water  is 
more  erosive  then  turbid  water  because  it  can  gather  new  particles  to  transport,  whereas 
turbid  water  has  already  acquired  its  load  of  detritus. 

Structures  for  the  control  of  river  currents  should  not  be  built  until  after  an 
analysis  has  been  r.ade  of  the  hydraulic  reaaons  for  the  particular  fault  which  must  be 
corrected,  and  of  the  hydraulic  action  which  will  take  place  after  the  structures  ere 
in  place.    It  must  ba  borne  in  mind  that  regardless  of  the  structures  built,  there  will 
be  no  reduction  in  the  quantity  of  water  to  be  passed,  and  that  there  is  a  direct  rela- 
tion between  the  quantity  of  water,  its  cross-sectional  area,  and  its  average  velocity. 
Any  obstruction  which  reduces  the  area  will  be  unavoidably  followed  by  a  proportionate 
increase  in  the  average  velocity,  which  may  so  increase  the  transporting  force  as  to 
start  troublesome  erosion  at  previously  stable  points  in  the  stream. 

B.    rrotectlon  Itothods. 

The  moat  efficient  method  of  channel  bank  protection  Is  one  which  guides  rather 
than  oppoaea  the  course  of  the  river,  and  resulta  in  the  formation  of  accretions  in 
front  of  the  caving  banka  and  other  vulnerable  spots.    If  the  river  currents  can  be  in- 
duced to  do  the  work  by  structures  made  from  materials  provided  by  nature,  the  cost  need 

lS-.t!onr*!r'.t The^roblem  18  "»du°ed  *°  the  choice  of  the  type  of  structure,  its  proper 
location,  con.truction  and  maintenance.    Obatructlons  placed  in  the  bed  of  a  river  to 
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build  up  bars  as  a  protection  against  erosion  are  useful  in  slow-moving,  heavily  silted 
streams  where  the  structures  will  not  cause  a  detrimental  increase  in  the  water  velocity. 
Their  usual  effect  in  swift  streams  is  to  cause  erosion  of  the  bank  opposite  the  struc- 
ture because  of  increased  current  velocities,  or  to  increase  scour  on  the  channel  bottom, 
which  will  ultimately  undermine  and  destroy  the  obstruction. 

If  the  damage  is  being  done  on  straight  reaches  of  the  river  it  will  ordinarily 
be  necessary  to  protect  both  banks,  the  layout  of  the  structures  being  guided  by  the 
location  of  the  troublesome  spots.    Protection  will  be  needed  only  on  the  concave  side 
of  curves.    The  toe  of  the  bank  will  be  subject  to  the  most  severe  cutting  action  and 
must  therefore  have  better  protection  thsn  the  higher  parts  of  the  bank. 

Three  general  types  of  channel  protection  are: 

1.  Slope  protection. 

2.  Spur  dikes. 

3.  Continuous  dikes. 

1.    Slope  protection.    Riprap  is  the  simplest  kind  of  slope  protection  to  build. 
It  consists  .of  quarry  stone  placed  on  the  slope  from  top  to  bottom,  to  withstand  the 
erosive  action  of  the  water  and.  is  most  commonly  used  for  road  or  railroad  fill  slopes 
adjacent  to  streams  where  the  water  velocities  are  not  excessive.    The  slope  of  the  em- 
bankment under  the  riprap  must  be  flat  enough  to  be  stable  when  saturated  with  w  ater. 
The  purpose  of  the  rock  riprap  is  to  give  the  additional  protection  needed  to  withstand 
the  current. 

The  rock  is  usually  dumped  from  cars  or  trucks  at  the  top  of  the  bank.    The  struc- 
ture is  built  up  from  the  bottom,  where  the  deposit  will  be  the  thickest  and  the  most  use- 
ful because  the  toe  of  the  embankment  is  where  the  greatest  protection  is  needed.  However, 
ordinary  riprapping  is  effective  only  for  velocities  of  moderate  severity  in  straight  or 
moderately  curving  channels.    Riprap  made  of  large  pieces  of  rock  placed  individually  by 
derrick  may  resist  very  strong  currents,  as  shown  in  Table  II, 

Table  II 

Allowable  Tractive  Force  of  Protection  Elements 


Kind  of  Protection  Tractive  Force 


Sod  revetment  (short  periods  of  attach)  0.4  lbs.  /  sq.  ft. 

Fascine  Paving  1.4 

Well  laid  stone  paving  1  ft.  thick  3.3 

Random  riprap  (stones  100  to  1000  lbs.)  5.1 

Rock  or  fascine  filled  crib  or  piles  12.3 

Rockfilled  timber  cribs  on  rock  foundation  30.0 


Tractive  forces  greater  than  30  lbs.  per  sq.  ft.  can  be  withstood  permanently' 
only  by  heavy,  well  founded  concrete  or  massive  masonry  structures. 

Where  sufficient  rock  is  not  available  for  riprap,  a  mat  of  brush,  bound  with  wire 
and  weighted  with  rocks  or  other  ballast,  may  be  used.    Adequate  protection  against  under- 
I  cutting  at  the  toe  of  the  slope  is  essential.    Figure  15  shows  details  of  one  type  of 
brush  paving  known  as  the  fascine  mattress.    For  extreme  conditions,  concrete  or  other 
more  permanent  massive  masonry  structures  are  required,  but  they  will  be  relatively  ex- 
pensive. 

The  fascine  mat  is  woven  from  bundles  of  willows  or  other  brush  which  grows  in 
abundance  along  many  rivers.    The  individual  saplings  should  be  at  least  14  feet  long, 
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fondles  of  Willow  Saplings- 
■  Concrete  Ballast  Block 

.  % '  Go/v  Anchor  Cable  ■ 


Load  toe  with  Rocks 
where  RocAS  are 
a rot table  


Stone  Rip-rop- 


Wu 

1/  M  ■ 
iff  <  « 

V  )■  Cables  8'to  12  o.c. 

i 


j  j         r  Stump 


T  */5  ^/irc*  anneoled  Wire  Ties  ^ 

hi 


Stump 


Wrap 


Cobles  '  \     ,  ^ 


/I  i 

Anchor  Cables  to  Deadman, 
Stamp,  or  olher  secure  and 
convenient  anchorage 


Rocks  are  preferable  b  loas 
for  this  use  ^ 


Wyh  Water  Level 


■Levee  S/ope  or  River  Bank 
cut  back  to  stable  slope 
( usually  2  to  I  or  Hatter  J 
c=*  a1?*    Willow  Cuttings  driven  into  bank. 
^       and  crossea  over  Anchor  Cable 


^  TYPICAL  SECTION 

^Concrete  Bo/lost B/ock 


>  I 


//rap 
Coble 


ANCHORAGE  TO  TREE  STUMP 


r~  -f— 1  v 


DETAIL  OF  CABLE 
AND  y/iP.E.  TIES 


FIGURE  15 
FASCINE-  SLOPE  MATTRESS 


CONCRETE  ANCHOR  BLOCK 
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and  longer  if  possible.    They  are  bound  into  bundles  about  12  inches  in  diameter  at  the 
butt,  using  black  annealed  wire  not  smaller  than  No.  16  gauge.    There  should  be  not  less 
than  three  bands  of  wire,  uniformly  spaced  at  3-foot  intervals-  beginning  one  foot  from 
the  butt  end  of  the  bundles. 

The  mattress  is  built,  either  floating,  over  the  final  position,  or  supported  on 
a  barge  with  sloping  ways  on  the  shoreward  side.    Fascines,  with  butts  upstream  and  over- 
lapping the  tips  about  two  feet,  are  placed  side  by  side,  and  bound  closely  together  with 
flexible  galvanized  wire  cable,  usually  one-fourth  inch  in  diameter  for  small  projects. 
Each  loop  of  the  cable  is  held  in  place  with  a  tie    of  No.  12  wire.    For  large  mats,  or 
in  swift  currents,  additional  rigidity  can  be  secured  by  weaving  poles  in  with  the  cables, 
at  right  angles  with  the  fascines.    When  fabricated,  the  mat  is  sunk  to  the  bottom  by 
loading  it  with  rock,  or  with  a  concrete  block  ballast  and  anchor  cable  arrangement  as 
shown  in  Figure  15.    At  least  14  pounds  of  ballast  per  square  foot  of  mattress  will  be 
required.    Anchor  cables  may  be  secured  to  dead  men,  stumps,  or  other  available  anchor- 
age along  the  bank,  the  spacing  depending  upon  the  anchorage  available.    The  spacing 
should  not  exceed  12  feet,  and  each  concrete  ballast  block  must  be  heavy  enough  to  hold 
down  the  intervening  mattress  area. 

Liberal  use  should  be  made  of  stakes  and  wattles  of  willow  cuttings  in  all  the 
foregoing  schemes,  as  growing  willows  will  add  greatly  to  the  effectiveness  of  all  of 
them. 

2.    Spur  dikes.    Dikes  or  jetties  are  built  to  divert  the  current  away  from  vul- 
nerable areas  so  that  silt  and  sand  bars  will  be  created  on  the  sheltered  side  of  the 
structures.    The  location  of  the  jetties  and  the  methods  of  construction  are  of  equal 
importance.    It  is  also  essential  that  the  dikes  and  the  bars  behind  them  be  planted 
to  willows  or  similar  growth  to  make  the  stabilization  permanent.    In  planning  this 
type  of  protection  it  must  be  remembered  that  the  jetty,  although  not  water  tight,  ob- 
structs the  channel  because  it  reduces  the  effective  area  and  is  the  cause  of  increased 
velocity  in  the  unobstructed  part  of  the  channel.    In  some  cases  it  causes  vital  changes 
in  the  direction  of  flow.    Both  increased  velocity  and  change  of  direction  of  the  current 
may  become  new  sources  of  trouble  at  other  points  along  the  stream. 

Consider  the  example  of  a  channel  with  a  sharp  bend  and  which  flows  bank  full 
during  normal  and  flood  stages.    If  both  banks  are  composed  of  erosible  material,  it 
will  seldom  be  advisable  to  build  spur  Jetties  to  protect  the  concave  side,  because 
they  will  occupy  too  much  of  the  cross-section  area,  and  will  direct  the  current  to  the 
convex  side  where  the  erosion  may  be  continued.    Slope  paving  or  continuous  dikes  would 
be  more  suitable  for  this  condition.    However,  there  are  many  cases  where  the  concave 
bank  has  been  eroded  so  far  back  that  there  is  excess  width  between  banks.    In  this 
case,  spur  jetties  will  cause  a  readjustment  of  the  flow  within  the  original  banks  and 
will  be  the  most  effective  corrective  raeesure  available.    Figure  16  illustrates  this 
point.    The  upper  diagram  shows  the  unfavorable  condition,  and  the  center  diagram  shows 
the  favorable  condition.    In  the  upper  diagram,  the  arrows  at  E  point  to  the  area  in 
which  the  concave  bank  has  been  cutting  away.    The  bank  at  F  is  as  high  as  the  other 
side,  but  has  been  stabilized  by  vegetation,  without  help,  because  the  force  of  the  cur- 
rent is  directed  away  from  it.    Howevor,  if  the  channel  is  obstructed  by  jetties  on  the 
concave  side,  the  current  will  be  directed  toward  area  F  with  greater  force  and  the 
trouble  at  E  may  be  transferred  to  area  F  where  considerable  damage  may  be  done.  The 
center  diagram  illustrates  the  condition  in  which  the  loss  on  the  concave  side,  K,  has 
continued  for  so  long  that  there  is  a  wide  expanse  between  the  banks,  part  of  which  is 
occupied  by  a  gravel  bar  that  is  flooded  during  high  water  periods.    In  this  case  spur 
Jetties  will  cause  a  shift  from  the  old  channel  to  some  such  position  as  that  marked 
•new  channel",  and  will  hold  it  as  long  as  the  concave  bank  protection  stays  effective. 
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FIGURE  16 
USE  OF  SPUR  JETTIES 
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High  Water  Level 
Low  Water  Level 


Streambed  composed  of  shifting  bars  of  s/'/r  and   fine  sand 

SECTION  A  -A 

(Vertical  Scale  exaggerated  ) 


Tie 


Tie  at  crosses  (x)  with 
ft  10  gal  v.  iron  wire ' 


Tics 


Brush  Mattress, 


SECT/ON 

W/RE  BOUND 

Wire  envelope  ro  be  6 go.  6"x 6" electric 
welded  fence  wire,  using  *b"  S4",  and  60" 
widths  as  required.  For  dikes  of  different 
heiohts  use  proportionate  dimensions  with 
whatever  widths  rof  wire  are  required. 

In  completing  the  bottom  section,  the 
rock  fill  Surface  should  be  3" lower  in  the 
middle  than  at  the  edges  and  the  wire 
drawn  tiqhly  together.   When  rock  for  the 
top  section  'is  aildcd  the  sag  takes  up  the 
remaining  slack  in  the  bottom  wire,  giving 
a  tiahter  finished  job. 


ROCK 


SIDE  ELEVATION 
JETTY 


FIGURE  (7 

GENERAL  PLAN  OF 
CHANNEL  CONTROL  SYSTEM 
FOR  LOW  VELOCITY  RIVERS 
WITH  SHIFTING  SILT  BOTTOM 
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Liberal  use  of  shrubs  and  trees  which  will  build  up  strong  root  systems  are  vital  to 
any  enduring  protection  scheme. 

There  is  no  fixed  rule  which  determines  the  spacing  between  the  individual  spurs, 
or  the  angle  which  they  make  with  the  direction  of  the  current.    The  factors  depend  on 
the  combinstion  of  conditions  at  each  location.    In  general,  on  concave  curves,  the  spur 
should  be  at  right  angles  to  the  thread  of  the  stream,  as  shown  in  the  lower  diagram  of 
Figure  16.    This  tends  to  prevent  longitudinal  currents  along  the  face  of  the  spur,  and 
water  which  flows  over  the  top  of  the  spur  is  not  directed  toward  the  river  bank.  A 
spacing  between  spurs  approximately  equal  to  the  width  of  the  confined  river  channel 
will  usually  be  sufficiently  close  to  cause  the  desired  silting  action  as  rapidly  as  is 
necessary.    Closer  spacing  will  tend  to  increase  the  rate  of  deposit,  but  is  seldom 
justifiable  because  of  the  increased  cost  of  the  additional  structures. 

It  has  been  found  that  the  rate  of  sedimentation  on  channels  where  the  curvature 
is  slight  has  been  more  rapid  when  the  spurs  are  turned  so  that  the  shore  end  is  some- 
what downstream  from  the  outer  end.      The  advantages  of  this  alignment  are  that  the  cur- 
rent action  along  the  spur  face  is  less  severe,  and  the  direction  of  the  overflow  cur- 
rent during  high  water  is  away  from  the  stream  bank.    However,  the  undercutting  action 
at  the  head  of  the  spur  is  more  severe,  and  therefore  more  protection  against  this  ac- 
tion is  required.    For  all  conditions,  it  is  important  that  the  foundations  of  the  jet- 
ties be  carried  down  below  possible  scour  level. 

A  cross  section  of  a  rock  and  wire  basket  jetty  is  shown  in  Figure  17.    The  base 
is  laid  on  a  mat  of  loose  brush,  which  should  have  a  compacted  thickness  of  about  eight 
inches  and  project  from  nine  to  twelve  inches  at  each  side.    Details  of  wrapping  the 
wire  are  shown  in  Figure  17.    No  attempt  should  be  made  to  make  the  jetty  impervious, 
because  it  is  not  built  to  withstand  water  pressure  and  the  water  depth  should  be  the 
same  on  both  sides.    The  value  of  the  Jetty  lies  in  the  fact  that  it  retards  the  water 
velocity  to  the  point  where  much  of  the  suspended  silt  is  deposited,  building  up  bars 
where  trees  and  brush  can  be  induced  to  grow,  either  naturally  or  through  planting. 
The  stimulation  of  brush  and  tree  growth  should  be  the  object  of  all  of  this  protective 
work,  so  that  after  the  structures  have  rotted  away  or  otherwise  failed,  the  corrective 
work  will  still  endure. 

Wire  bound  dikes  should  not  be  used  along  rivers  which  carry  a  bed  load  of  sand, 
gravel,  or  rock  during  flood  flows.    The  abrasive  action  of  these  materials  on  the  wire 
soon  wears  it  through  and  the  loose  rock  fill  spills  into  the  river,  causing  failure  of 
the  dike.    If  the  bed  load  contains  more  than  20  percent  of  sharp  stones  retained  on 
the  #10  screen  the  abrasive  action  will  be  harmful. 

For  general  use,  the  timber  pile  and  fascine  jetty. type  of  construction  will  be 
found  very  satisfactory.    If  cutting  occurs  along  the  face,  the  jetties  are  protected 
against  failure  by  the  penetration  of  the  piles. 

The  piles  are  driven  in  double  rows  with  a  space  of  3  feet  or  more  between  rows, 
and  tied  together  at  the  top  with  cable.    The  cable  is  secured  to  the  pile  top  with 
heavy  staples.    The  cable  should  be  3/8  inch  diameter  (galvanized)  for  small  dikes, 
increasing  to  1/2  inch  for  more  severe  usage.    The  space  between  the  two  rows  of  piles 
is  filled  with  willow  fascines,  the  relation  between  the  pile  spacing  and  the  fascine 
length  being  such  that  each  bundle  will  be  retained  by  at  least  three  piles.    The  longi- 
tudinal pile  spacing  should  not  be  more  than  one-fourth  the  average  length  of  the  fas- 
cines. 
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PLAN 


SECTION  A-A.  FIGURE  IB 

PILE  AND  FASCINE  DIKE  CONSTRUCTION 
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SECTION  A -A 

Showing  the  way  in  which 
recover/  should  fake  place. 


FIGURE  18-gl 

CONTINUOUS  DIKE  PROTECTION 
ON  CONCAVE  BEND 
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Figure  18b 

Rock  and  wire  mesh  jett7  along  the  Vir- 
gin River,  Utah,  showing  well  advanced 
recovery  on  the  protected  side.  (R-4). 


Figure  18c 


Close  view  of  rock  end  wire  mesh 
Jetty  along  the  Virgin  River.  (R-4). 
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Figure  18f 

Failure  of  rock  and  wire  Jetty  where 
the  flow  was  too  swift  and  turbulent, 
resulting  in  greater  damage. 


Figure  18g 

Another  failure  due  to  high  velocity 
flow. 
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Figure  19 

Fill  elope  on  the  San  Gabriel  Road,  Angeles 
National  Forest,  California.    Protected  by 
brush  wattles  constructed  by  the  California 
Forest  Experiment  Station. 
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The  fascines  are  held  in  plaoe  with  weighted  cables  which  are  slung  across  the 
top  in  each  bay,  as  illustrated  in  Figure  18.  The  slings  are  made  with  1/4  inch  gal- 
vanized cable,  having  each  end  broomed  out  and  embedded  in  a  cubic  foot  block  of  con- 
•rete.    After  a  few  months  use,  it  is  usually  necessary  to  remove  the  ballast  cables 

and  build  up  the  brush  fill  to  take  care  of  settlement. 

The  penetration  of  the  piles  will  depend  on  local  conditions,  but  should  be  suf- 
ficient to  provide  security  even  after  a  large  amount  of  erosion  has  taken  place.  The 
size  and  species  of  pile  used  will  depend  upon  local  factors.    Since  the  tops  of  the 
piles  will  be  subject  to  conditions  which  are  favorable  to  decay,  the  use  of  species 
with  good  decay  resistance  qualities  is  of  primary  importance. 

3.    Continuous  dikes.    In  some  cases,  rivers  have  cut  into  their  banks  exten- 
sively and  have  wide  channels  far  in  excess  of  the  need  as  far  as  water  capacity  is 
concerned.    The  normal  and  low  water  flow  courses  back  and  forth  across  the  channel, 
cutting  further  into  the  banks  at  various  places.    Under  such  conditions,  restriction 
of  the  major  stream  to  a  limited  central  portion  of  the  channel  is  feasible,  for  which 
purpose  continuous  longitudinal  dikes  are  the  obvious  choice.    They  are  usually  sup- 
plemented by  cross  dikes  to  the  river* s  banks  at  intervals  to  retard  water  velocities 
and  aid  in  silt  deposits.    The  same  type  of  structure  which  is  used  for  spur  dikes 
meets  the  requirements  for  continuous  dikes.    Figure  18a  shows  the  essentials  of  an 
installation  of  this  kind.    Figure  18b  is  a  photograph  of  an  installation  on  the  Virgin 
River  near  Mt.  Carmel,  Utah,  which  has  met  with  considerable  success.    A  side  view  of 
one  of  these  dikes,  of  rock  and  wire  mesh  construction,  is  shown  in  Figure  18c. 

Another  use  for  continuous  dike  protection  occurs  in  relatively  narrow,  fast 
flowing  rivers,  where  it  is  not  feasible  to  cut  back  the  bank  for  slope  paving,  as 
along  valuable  agricultural  land,  highways,  and  so  forth.    The  toe  of  the  caving  bank 
can  be  protected  by  a  continuous  dike  as  in  Figure  18a.    As  a  rule  this  type  of  dike 
is  subject  to  greater  cutting  action  along  its  outer  face,  and  should  therefore  be 
founded  well  below  the  depth  of  possible  erosion. 

Figures  18d  and  18e  show  other  variations  of  jetty  construction,  using  differ- 
ent materials.    It  must  be  borne  in  mind  that  the  useful  life  of  any  type  is  depen- 
dent upon  the  life  of  the  material  of  which  it  is  made. 

The  photographs  shown  in  Figures  18f  and  18g  illustrate  the  result  of  construc- 
tion of  a  wire  basket  and  rock  jetty  where  conditions  were  not  at  all  auited  to  it. 
The  jetty  obstructed  a  large  percentage  of  the  water  area  and  so  forced  an  increase  in  the 
velocity,  which  was  already  so  high  that  it  was  eroding  the  gully.    The  increased  velo- 
city also  increased  the  transporting  force  of  the  water  and  so  aggravated  a  condition 
already  bad.    The  remedy  for  the  restoration  of  the  gully  shown  in  these  two  photograph* 
is  not  to  be  found  in  the  channel  control  methods  of  this  Section,  but  rather  in  the  use 
of  gully  control  devices  described  in  Chapter  IV. 

14.    Road  Fills  and  Cuts. 

Road-bank  protection  is  not  within  the  scope  of  this  handbook.    Detailed  informa- 
tion on  the  subject  will  be  included  in  the  Truck  Trail  Handbook. 

Both  the  Appalachian  Forest  and  Range  Experiment  Station  and  the  California  For- 
est and  Range  Experiment  Station  have  done  a  large  amount  of  research  on  road-bank  pro- 
tection and  they  should  be  consulted  on  such  work  to  obtain  the  latest  developments  in 
vegetative  control. 
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Figure  19  shows  a  fill  slope  on  the  San  Gabriel  Road,  Angeles  National  Forest 
California,  which  has  been  protected  by  means  of  measure  i_  -  brush  wattles,  which  held 
the  loose  soil  in  place  and  allowed  the  green  stakes  driven  into  the  wattles  and  the 
wattles  themselves  to  sprout  and  grow.    Note  in  this  picture  that  a  good  growth  of 
vegetation  has  begun.    These  measures  are  particularly  effective  on  high  fill  slopes 
where  there  is  danger  of  sliding  and  where  the  rainfall  is  light. 

Measures  £,  planting,  and  h,  mulching,  are  also  effective  for  road-bank  protec- 
tion where  there  is  sufficient  rainfall  to  give  the  vegetation  e  quick  start.    In  the 
Appalachian  Mountains  good  results  have  been  had  by  planting  honesuckle  and  other  quick- 
growing  vines.    They  are  usually  planted  in  pockets  which  have  been  dug  out  of  the  cut 
bank  and  filled  with  top  soil* 
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Typical  Rock-fill  Timber  Crib  Dike 

Rock-fill,  timber  crib  dike  to  protect  Campton  Forest  Camp,  White 
Mountain  National  Forest,  from  Mad  River. 

Bottom  logs  are  four  feet  below  river  bed,  and  top  logs  three  feet 
above  known  high  water. 

Small  stones  between  logs  and  large  "derrick"  stones  along  front 
of  dike  taken  from  river  channel. 

Logs  are  peeled  and  tied  together  with  1-inch  iron  pins.  Enduring 
species  of  wood  were  selected.    Native  materials  permit  low  cost. 
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Typical  Crib  Deflector 

The  river  discharge  approaches  this  deflector  crib  at  an  angle  of 
about  45  degrees,  and  is  directed  toward  a  stone  cliff,  thereby  protect- 
ing the  flat  Camp  area  behind  the  crib.    An  auxilliary  dike  parallels 
the  channel  below  the  deflector.    Deflector  angles  depend  on  local  con- 
ditions -  are  usually  less  abrupt  than  this. 

The  upstream  end  of  the  crib  is  deeply  anchored  and  provided  wittt 
cut  off  to  prevent  erosion  behind  the  cribbing. 

The  crib  section  is  designed  with  allowance  for  buoyancy  so  that 
it  can  be  over  topped  without  damage. 
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Close  up  of  Rock-fill  Cribbing  Construction 
Note  fitted,  staggered  joints  which  are  pinned  with  1-inch  iron  dowels. 
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Small  i         *or  Just  upstream  from  bank-protection  crib  dike  to  prevent 
erosion  behind  dike.    Small  amount  of  leakage  through  this  structure  is 
•  :A  desirable.    VJhere  deflectors  or  jetties  are  of  sufficient 

Importance  and  size,  model  tests  are  justified. 
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Trough    of  va//ey    in   natura/  state.  Pro-reefed  by  heavy  sod. 


Gu//y  formed  in  trough  of  va//ey  hy  increase  in  rofe  of 
runoff   and    dec/ine      of  so  cf  cove.r. 


Pro&ab/e    /eve/  of 
yroc/n  c/  water-  


^Second-  vS  tage    causing    dep/et/on     of    vegetab/e  cover 
W  a  /  /  e^y    an  o/     Jo  vv  e  rin  <o     of     water    tab/e.  Serge  brush 
is    re/o/crcina  grass. 


Over  fa//-  Gully  depth^  "A"  FIGURE  13 

increases    to    depth  "B"  CROSS  SECTIONS  SHOWING 

The  Successive  Stages  in  the 
FORMATION  OF    A  GULLY 
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SECTION  A- A 

x  FIGURE  13-a, 
TRANSVERSE  CURRENTS  IN  A  STRAIGHT  CHANNEL 
OF  UNIFORM    CROSS  SECTION 


FIGURE  13-6 
TYPICAL   CROSS  SECTION 

WING  SPIRAL  CURRENT  MOVEMENT  AT  RIVER  BEND 
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1  M  described  under  Section         rbere  are  two  general  methods  of  accomplishing  this  re- 
sult.   One  is  to  construction  the  dams  of  permanent  material  to  the  full  height  that  It  la 
desired  to  raise  the  gully.    The  other  method  Is  to  oonetruct  a  series  of  low  temporary 
dei*  end  leter  construct  other  eimllar  deme  on  the  slit  deposits,  continuing  this  pro- 
cess  from  year  to  yeer  until  the  gully  le  filled  to  the  desired  height. 

Ths  possibility  of  continuenoe  of  funds  for  seTeral  years  will  determine  whether 
the  second  of  theee  methods  can  be  sdopted.     It  will  ueuelly  be  the  cheaper  of  the  two. 

U.     VuA  end  Debria  Flows. 

Dus  to  denuded  areas  on  some  wetershede,  heavy  aeasonel  rains  cause  large  quan- 
tltiee  of  eroded  material  to  flow  from  the  steep  canyons  and  spread  over  the  flood  conee 
st  their  mouths.    Beceuee  these  floods  of  debris  often  cover  valuable  land,  railroads, 
and  highways,  it  is  necessary  to  construct  works  to  control  them  and  check  their  spread 
until  such  time  as  ths  vegetation  on  the  wetershed  becomes  dense  enough  to  prevent  their 
recurrence.    3ee  figure  7. 

Figure  14  shows  e  typical  debris-basin  development  at  the  mouth  of  a  small  canyon 
near  Salt  Lake  City,  Dtah.  The  component  parts  of  this  work  are  indicated  by  letters  on 
the  picture  as  follows: 

A,  the  earth  dike. 

5,  the  mesonry  spillway. 

C,  epresdlng  structures  within  the  basin  to  cause  the  flood  to  spread  and  deposit 
part  of  its  load  et  the  upper  end  of  the  basin. 

D,  masonry  openings  through  dike  for  irrigation  ditches.    These  are  provided  with 
getes  which  can  be  raised  as  the  debris  deposit  raises  behind  the  dike. 

Tr.e  earth  dike  A  was  simply  pushed  up  to  a  height  of  10  feet  by  tractorB  equipped 
with  bulldozers.    No  et tempt  was  made  to  roll,  dampen  or  otherwise  compact  the  dike  as 
it  will  ordinarily  not  be  required  to  hold  any  appreciable  amount  of  water.    The  floods 
coclng  behind  it  will  consist  largely  of  earth  and  rock  with  just  enough  water  to  make 
It  flow. 


The  masonry  spillway  is  designed  en  the  same  principle  as  any  masonry  dam.  See 
section  37  for  details  on  masonry  spillway  construction. 

The  spreading  structures  are  constructed  of  masonry  in  a  V-shape  with  the  points 
upstream.    The  points  of  the  structures  are  cemented  while  the  wings  are  of  dry  masonry. 

See  section  41  for  further  details. 


The  openings  for  irrigation  ditches  are  placed  where  existing  ditohes  were  locat- 
ed.   They  have  e  gete  which  can  be  closed  to  prevent  floodwaters  from  getting  into  the 
liter..    The  gates  are  constructed  so  they  can  be  raised  as  the  debris  level  rises  inside 

of  the  dike. 


13.    Channel  Control. 


A.    The  Peculieritles  of  Stream  Flow: 


Gravity  Is  the  motivating  force  behind  the  flow  of  water,  causing  it  to  pass 
from  high  to  lower  elevations,  or  to  use  the  common  expression,  to  flow  down  hill.  When 
the  water  surfece  drops  to  a  lower  elevation,  the  energy  equivalent  to  the  drop  in  eleva- 
tion, or  heed,  is  converted  to  velocity.    The  fixad  relation  between  head  and  the  velo- 
city which  it  win  produce  is  represented  by  the  equation  v  =  /  2gh  ,  where  v  is  the 
average  velocity  in  feet  per  sedond,  £  is  the  acceleration  of  gravity  (32.2)  and  h  is 
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the  loss  of  head  in  feet.    Conversely,  h  *  — |— —  ,  h  representing  the  head  which  will  pr 

duce  a  certain  velocity,  v.    Therefore,  any  known  velocity  v,    can  be  converted  back  to 
the  head,  h,  which  caused  that  velocity,  in  wnich  case  h  is~known  as  the  velocity-head 
for  that  particular  condition.    Another  force  to  be  considered  is  that  of  friction,  for 
there  is  a  certain  amount  of  energy  lost  in  overcoming  the  friction  of  water  against  the 
sides  of  the  channel  and  within  itself,  as  described  later.    At  any  point  in  the  channel 
the  drop  in  head  from  the  initial  point  is  equal  to  the  increase  in  velocity  head  plus  ' 
the  head  lost  in  friction  in  the  interval. 


It  is  of  particular  importance  in  river  hydraulics  to  recognize  the  fact  that  water 
does  not  move  forward  in  uniform,  parallel  layers,  but  instead  is  subject  to  regular  pul- 
sations, combined  with  very  irregular  eddy  and  roller  motions.    The  cross-sectional  area 
and  the  velocity  change  continually,  but  mathematically  every  change  in  velocity  must  cor- 
respond to  a  change  in  surface  elevation.    In  any  particular  reach  in  which  the  cross- 
section  has  a  trough  or  U-shaped  form,  the  water  flows  more  rapidly  in  the  middle  and  at 
the  surface,  and  more  slowly  at  the  shores  and  along  the  bottom.    Due  to  the  friction  of 
the  fast  moving  particles  in  the  middle  against  the  slower  moving  particles  on  the  out- 
side, the  flow  is  attracted  from  the  shores  toward  the  center  and  continually  moves  from 
the  zone  of  slow  edge  velocities  to  the  zone  of  more  rapid  center  velocities.    Because  of 
this  motion,  it  is  evident  that  a  transverse  gradient  exists,  and  the  water  surface  at  the 
middle  of  a  river  must  be  lower  than  at  the  edges  of  straight  reaches. 

This  condition  holds  not  only  when  the  quantity  of  flow  of  water  is  constant,  but 
also  when  the  stage  is  falling.    The  condition  is  reversed  for  a  rising  stage.    The  only 
significance  this  has  to  our  problem  is  to  emphasize  the  fact  that  in  river  flow  there 
is  no  such  thing  as  parallel  or  laminar  flow,  and  that  even  straight  reaches  of  river 
channel  are  subject  to  the  erosive  action  of  transverse  currents,  as  shown  in  Figure  13a. 

If,  as  is  frequently  the  case,  the  material  on  one  bank  is  more  erosible  than  the 
other,  the  once  uniform  section  is  cut  away  at  that  bank,  introducing  a  bend  in  the  chan- 
nel which  results  in  a  spiral  motion  of  the  water.    The  transverse  movement  becomes  in- 
creasingly greater,  and  the  inertia  of  the  moving  water  around  the  bend  raises  the  water 
surface  on  the  outer  or  concave  side  of  the  bend,  thus  further  aggravating  the  spiral 
motion.    The  superelevation  of  the  water  influences  the  velocity  and  direction  of  flow 
around  the  curve,  and  it  follows  that  water  must  flow  continually  from  top  to  bottom  at 
the  concave  shore,  as  illustrated  in  Figure  13b.  It  is  evident  that  after  a  bend  has  once 
started, there  is  a  constant  tendency  for  the  curvature  to  become  greater. 

The  control  of  streams  which  are  subject  to  large  periodic  flood  flows  and  which 
have  unstable  erosible  soil  for  their  bed    and  banks  is  further  complicated  by  the  pres- 
ence of  a  variable  amount  of  solid  matter  that  is  carried  by  the  water.    This  solid  mat- 
ter may  be  divided  into  two  types, 

1.  Suspended  matter,  which  travels  great  distances  suspended  in  the  flowing  water, 
and  which  settles  only  when  the  velocity  decreases,  or  when  the  distribution  of  velocity 

changes. 

2.  Detritus,  or  bed  load,  which  moves  by  sliding,  rolling,  and  jumping  along  the 
bottom  of  the  channel,  and  which  may  also  travel  great  distances. 

Their  laws  of  occurence  are  similar,  and  it  is  not  usually  possible  to  distinguish 
one  from  the  other  after  the  two  types  have  been  deposited.    However,  the  source  of  the 
detritus  is  more  often  the  upper  part  of  the  stream,  where  it  comes  from  the  weathering 
and  erosion  of  the  mountain  slopes,  and  generally  contains  the  coarser  and  more  abrasive 
particles.    The  finer  particles  that  go  into  suspension  are  more  often  acquired  from  the 
lower  reaches.    It  is  the  presence  of  this  solid  matter  that  makes  it  possible  to  so  di- 
rect and  control  the  stream  currents  as  to  build  up  protecting  bars  and  deposits  which 
prevent  further  damage  to  the  banks. 
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fee  —mint  of  wild  Mtt.r  MffM  ty  a  stream  rariaa  according  to  the  stage. 
hi-Ht  Snood  sta*e  the  greater  will  be  the  velocity  and  the  transporting  power 
Stn.^aT.r     a  ~..urTof  the  transporting  fore,  of  streame  in  which  the  width  is  more 
tb«n  30  times  the  depth  may  be  computed  from  the  formula: 

T  m  62.5  d  a  U) 
in  which  F  1.  the  transporting  force  In  pounds  per  aq.  ft.  d  is  the  depth  of  the  water, 
la  f..t,  lad  a  lo  the  elope  of  the  water  surface  expreseed  ae  the  ratio  of  vertical  drop 
to  horlaontal  distance. 

For  narrower  streams  a  more  exact  determination  of  the  transporting  force  may  be 
■ede  by  using  the  hydraulic  radius  of  the  aection  in  place  of  the  depth  in  formula  (1). 

Tatie  I  gives  the  transporting  force,  called  the  limiting  force,  required  to  start 
Ecrenent  of  various  kinds  and  sizes  of  detritus.    The  traneporting  force  at  which  moving 
•ediaent  begins  to  settle  is  sbout  70*  of  the  limiting  force  at  which  it  begins  to  move. 

Table  I 

Limiting  Transporting  Force  of  Detritus 


Kind  of  Detritus 


Clayey  Soil 
Sand 


C- ravel 

Coarse  gravel 

Flat  limestone  chips 


Size  of  grains 


0.20  to  0.40  mm. 

0.40  to  1.00  mm. 

graded  up  to  2.00  mm. 

0.5  to  1.5  cm. 

4.0  to  5.0  cm. 

1  to  2  cm.  thick, ) 

4  to  6  cm.  long  ) 


Screen  Size 
or  diameter 

passing  #40 
#75  to  #40 
#40  to  #18 
Passing  #10 
#4  to  9/16" 
1-1/2"  to  2* 
3/8*  t  3/4" 
1-1/2*  to  2-1/4* 


Transporting  Force 
In  lbs.  /  sq.  feet 

0.2  to  0.25 

0.04 
0.05  to  0.06 

0.08 

0.26 

1.0 

1.15 


Another  factor,  the  amount  of  which  cannot  be  measured,  has  much  influence  on  the 
transporting  ability  of  flowing  water.    This  factor  is  the  turbulence,  for  upward  currents 
■bleb  accompany  it  tend  to  keep  soil  particles  in  the  suspended  state.    Clear  water  ie 
rcre  erosive  than  turbid  water  because  it  can  gather  new  particles  to  transport,  whereas 
turbid  water  has  already  acquired  its  load  of  detritus. 

Structures  for  the  control  of  river  currents  should  not  be  built  until  after  an 
analysis  has  been  ir.ade  of  the  hydraulic  reasons  for  the  particular  fault  which  must  be 
corrected,  and  of  the  hydraulic  action  which  will  take  place  after  the  structures  are 
in  place.    It  must  be  borne  in  mind  that  regardless  of  the  structures  built,  there  will 
be  no  reduction  in  the  quantity  of  water  to  be  passed,  and  that  there  is  a  direct  rela- 
tion between  the  quantity  of  water,  its  cross-sectional  area,  and  its  average  velocity. 
Any  obstruction  which  reduces  the  area  will  be  unavoidably  followed  by  a  proportionate 
Increase  In  the  average  velocity,  which  may  so  Increase  the  transporting  force  as  to 
start  troublesome  erosion  at  previously  stable  points  in  the  stream. 

B.    rrotectlon  Methods. 


The  most  efficient  method  of  channel  bank  protection  is  one  which  guides  rather 
than  opposes  the  course  of  the  river,  and  resulta  in  the  formation  of  accretions  in 

I  at  the  caving  banks  and  other  vulnerable  apota.    If  the  river  currents  can  be  in- 
duced to  do  the  work  by  structures  made  from  materials  provided  by  nature,  the  cost  need 
not  be  greet.    The  problem  Is  reduced  to  the  choice  of  the  type  of  structure,  its  proper 
location,  construction  end  melntenence.    Obstructions  placed  in  the  bed  of  a  river  to 
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build  up  bars  as  a  protection  against  erosion  are  useful  in  slow-moving,  heavily  silted 
streams  where  the  structures  will  not  cause  a  detrimental  increase  in  the  water  velocity. 
Their  usual  effect  in  swift  streams  is  to  cause  erosion  of  the  bank  opposite  the  struc- 
ture because  of  increased  current  velocities,  or  to  increase  scour  on  the  channel  bottom, 
which  will  ultimately  undermine  and  destroy  the  obstruction. 

If  the  damage  is  being  done  on  straight  reaches  of  the  river  it  will  ordinarily 
be  necessary  to  protect  both  banks,  the  layout  of  the  structures  being  guided  by  the 
location  of  the  troublesome  spots.    Protection  will  be  needed  only  on  the  concave  side 
of  curves.    The  toe  of  the  bank  will  be  subject  to  the  most  severe  cutting  action  and 
nust  therefore  have  better  protection  than  the  higher  parts  of  the  bank. 

Three  general  types  of  channel  protection  are: 

1.  Slope  protection. 

2.  Spur  dikes. 

3.  Continuous  dikes. 

1.    Slope  protection.    Riprap  is  the  simplest  kind  of  slope  protection  to  build. 
It  consists  of  quarry  stone  placed  on  the  slope  from  top  to  bottom,  to  withstand  the 
erosive  action  of  the  water  ancL  is  moat  commonly  used  for  road  or  railroad  fill  slopes 
adjacent  to  streams  where  the  water  velocities  are  not  excessive.    The  slope  of  the  em- 
bankment under  the  riprap  must  be  flat  enough  to  be  stable  when  saturated  with  water. 
The  purpose  of  the  rock  riprap  is  to  give  the  additional  protection  needed  to  withstand 
the  current. 

The  rock  is  usually  dumped  from  cars  or  trucks  at  the  top  of  the  bank.    The  struc- 
ture is  built  up  from  the  bottom,  where  the  deposit  will  be  the  thickest  and  the  most  use- 
ful because  the  toe  of  the  embankment  is  where  the  greatest  protection  is  needed.  However, 
ordinary  riprapping  is  effective  only  for  velocities  of  moderate  severity  in  straight  or 
moderately  curving  channels.    Riprap  made  of  large  pieces  of  rock  placed  individually  by 
derrick  may  resist  very  strong  currents,  as  shown  in  Table  II. 

Table  II 

Allowable  Tractive  Force  of  Protection  Elements 
Kind  of  Protection  Tractive  Force 


Sod  revetment  (short  periods  of  attach)  0.4  lbs.  /  sq.  ft. 


(Fascine  Paving  1.4 

Well  laid  stone  paving  1  ft.  thick  3.3 

Random  riprap  (stones  100  to  1000  lbs.)  5.1 

[Rock  or  fascine  filled  crib  or  piles  12.3 

Rockfilled  timber  cribs  on  rock  foundation  30.0 


Tractive  forces  greater  than  30  lbs.  per  sq.  ft.  can  be  withstood  permanently 
only  by  heavy,  well  founded  concrete  or  massive  masonry  structures. 

Where  sufficient  rock  is  not  available  for  riprap,  a  mat  of  brush,  bound  with  wire 
and  weighted  with  rocks  or  other  ballast,  may  be  used.    Adequate  protection  against  under- 
cutting at  the  toe  of  the  slope  is  essential.    Figure  15  shows  details  of  one  type  of 
brush  paving  known  as  the  fascine  mattress.    For  extreme  conditions,  concrete  or  other 
more  permanent  massive  masonry  structures  are  required,  but  they  will  be  relatively  ex- 
pensive. 

The  fascine  mat  is  woven  from  bundles  of  willows  or  other  brush  which  growa  in 
abundance  along  many  rivers.    The  individual  saplings  should  be  at  least  14  feet  long, 
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convenient  anchorag, 


High  Wafer  Level— y  \ 


Rocks  are  preferable  b  loqs 
for  rthis  use  ^ 


low  jVarer  level 


Levee  S/ope  or  River Bank 
cut  backh?  stable  slope  , 
( usually  2  tp  /  or  ffai+er) 


Stone  Rip -rap 


>  Willow  Cuttings  driven  into  bank 

and  crosse*  over  Anchor  Cable 


TYPICAL  SECTION 


^Concrete  Ba/lost  Block 


Nrop 


ANCHORAGE  TO  TREE  STUMP 


t*TaJ 
"  -1 


0^  CA3LB 

AND  MRC  TIES  CONCRETE  ANCHOR  BLOCK 


FIGURE  IS 
FASCINE'  SLOPE  MATTRESS 


and  longer  if  possible.    They  axe  bound  into  bundles  about  12  inches  in  diameter  at  the 
butt,  using  black  annealed  wire  not  smaller  than  No.  16  gauge.    There  should  be  not  less 
than  three  bands  of  wire,  uniformly  spaced  at  3-foot  intervals-  beginning  one  foot  from 
the  butt  end  of  the  bundles. 

The  mattress  is  built,  either  floating  over  the  final  position,  or  supported  on 
a  barge  with  sloping  ways  on  the  shoreward  side.    Fascines,  with  butts  upstream  and  over- 
lapping the  tips  about  two  feet,  are  placed  side  by  side,  and  bound  closely  together  with 
flexible  galvanized  wire  cable,  usually  one-fourth  inch  in  diameter  for  small  projects. 
Each  loop  of  the  cable  is  held  in  place  with  a  tie    of  No.  12  wire.    For  large  mats,  or 
in  swift  currents,  additional  rigidity  can  be  secured  by  weaving  poles  in  with  the  cables, 
at  right  angles  with  the  fascines.    When  fabricated,  the  mat  is  sunk  to  the  bottom  by 
loading  it  with  rock,  or  with  a  concrete  block  ballast  and  anchor  cable  arrangement  as 
shown  in  Figure  15.    At  least  14  pounds  of  ballast  per  square  foot  of  mattress  will  be 
required.    Anchor  cables  may  be  secured  to  dead  men,  stumps,  or  other  available  anchor- 
age along  the  bank,  the  spacing  depending  upon  the  anchorage  available.    The  spacing 
should  not  exceed  12  feet,  and  each  concrete  ballast  block  must  be  heavy  enough  to  hold 
down  the  intervening  mattress  area. 

Liberal  use  should  be  made  of  stakes  and  wattles  of  willow  cuttings  in  all  the 
foregoing  schemes,  as  growing  willows  will  add  greatly  to  the  effectiveness  of  all  of 
them. 

2.    Spur  dikes.    Dikes  or  jetties  are  built  to  divert  the  current  away  from  vul- 
nerable areas  so  thst  silt  and  sand  bars  will  be  created  on  the  sheltered  side  of  the 
structures.    The  location  of  the  jetties  and  the  methods  of  construction  are  of  equal 
importance.    It  is  also  essential  that  the  dikes  and  the  bars  behind  them  be  planted 
to  willows  or  similar  growth  to  make  the  stabilization  permanent.    In  planning  this 
type  of  protection  it  must  be  remembered  that  the  jetty,  although  not  water  tight,  ob- 
structs the  channel  because  it  reduces  the  effective  area  and  is  the  cause  of  increased 
velocity  in  the  unobstructed  part  of  the  channel.    In  some  cases  it  causes  vital  changes 
in  the  direction  of  flow.    Both  increased  velocity  and  change  of  direction  of  the  current 
may  become  new  sources  of  trouble  at  other  points  along  the  stream. 

Consider  the  example  of  a  channel  with  a  sharp  bend  and  which  flows  bank  full 
during  normal  and  flood  stages.    If  both  banks  are  composed  of  erosible  material,  it 
will  seldom  be  advisable  to  build  spur  Jetties  to  protect  the  concave  side,  because 
they  will  occupy  too  much  of  the  cross-section  area,  and  will  direct  the  current  to  the 
convex  side  where  the  erosion  may  be  continued.    Slope  paving  or  continuous  dikes  would 
be  more  suitable  for  this  condition.    However,  there  are  many  cases  where  the  concave 
bank  has  been  eroded  so  far  back  that  there  is  excess  width  between  banks.    In  this 
case,  spur  Jetties  will  cause  a  readjustment  of  the  flow  within  the  original  banks  and 
will  be  the  most  effective  corrective  meesure  available.    Figure  16  illustrates  this 
point.    The  upper  diagram  shows  the  unfavorable  condition,  and  the  center  diagram  shows 
the  favorable  condition.    In  the  unper  diagram,  the  arrows  at  E  point  to  the  area  in 
which  the  concave  bank  has  been  cutting  away.    The  bank  at  F  is  as  high  as  the  other 
side,  but  has  been  stabilized  by  vegetation,  without  help,  because  the  force  of  the  cur- 
rent is  directed  away  from  it.    However,  if  the  channel  is  obstructed  by  jetties  on  the 
concave  side,  the  current  will  be  directed  toward  area  F  with  greater  force  and  the 
trouble  at  E  may  be  transferred  to  area  F  where  considerable  damage  may  be  done.  The 
center  diagram  illustrates  the  condition  in  which  the  loss  on  the  concave  side,  K,  has 
continued  for  so  long  that  there  is  a  wide  expanse  between  the  banks,  part  of  which  is 
occupied  by  a  gravel  bar  that  is  flooded  during  high  water  periods.    In  this  case  spur 
jetties  will  cause  a  shift  from  the  old  channel  to  some  such  position  as  that  marked 
•new  channel",  and  will  hold  it  as  long  as  the  concave  bank  protection  stays  effective. 
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/M  PROPER  USE  OF  SPUR  JETTIES 


FIGURE  16 
USE  OF  SPUR  JETTIES 


2&b 


High  Water  Level 
Low  Water  Level 


Streomted  composed  of  shiffing  bars  oF  s/'/F  and   fine  sand 

SECTION  A -A 
(Vertical  Scale   exaggerated  ) 


Tie 


Tie  at  crosses  (x)  with 
ft  10  galv.  iron  wire ' 


Ties 


Brush  Mattress, 


SECTION 

vY/RE  BOUND 

Wire  envelope  jo  be  6 go.  6""  6" electric 
welded  fence  wire,  using  -fa".  £4",  and  60" 
widths  as  required.  For  dikes  of  different- 
heights,  use  proportionate  dimensions  with 
whatever  widfhs  of  wire  are  required. 

In  completing  me  bottom  section,  the 
rock  fill  Surface  should  be  3" lower  in  the 
middle  than  at  the  edges,  and  the  wire 
drawn  tightly  together.    When  rock  for  the 
top  section   is  added,  the  sag  fakes  up  the 
remaining  slack  in  the  bottom  wire,  giving 
a  fiynfer  finished  job. 


SIDE  ELEVATION 
ROCK  JETTY 

FIGURE  17 
GENERAL  PLAN  OF 

CHANNEL  CONTROL  SYSTEM 
FOR  LOW  VELOCITY  RIVERS 
WITH  SHIFTING  SILT  BOTTOM 
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Liberal  Ml  of  .hrubs  and  tree,  which  will  build  up  strong  root  systems  are  vital  to 
any  enduring  protection  .oheme. 

There  1.  no  fixed  rule  which  determines  the  spacing  between  the  individual  spurs, 
or  lb.  angle  which  they  make  with  the  direction  of  the  current.    The  factors  depend  on 
tie  ^o-Mnetlon  of  condition  at  each  location.    In  general,  on  concave  curves    the  spur 
•houirbe  at  right  angles  to  the  thread  of  the  stream,  as  shown  in  the  lower  diagram  of 
Figure  16.    Thle  tends  to  prevent  longitudinal  currents  along  the  face  of  the  spur,  and 
water  which  flow,  over  the  top  of  the  spur  is  not  directed  toward  the  river  bank.  A 
•pacing  between  .pur.  approximately  equal  to  the  width  of  the  confined  river  channel 
will  u.ually  be  sufficiently  clo.e  to  cause  the  desired  silting  action  as  rapidly  as  is 
n.c.».ary.    Closer  spacing  will  tend  to  increase  the  rate  of  deposit,  but  is  seldom 
Justifiable  because  of  the  Increased  cost  of  the  additional  structures. 

It  ha.  been  found  that  the  rate  of  sedimentation  on  channels  where  the  curvature 
1.  .ll*tht  ha.  been  more  rapid  when  the  spurs  are  turned  so  that  the  shore  end  is  some- 
wfc.t  down.tr*am  from  the  outer  end.      The  advantages  of  this  alignment  are  that  the  cur- 
rant ectlon  along  the  spur  face  is  less  severe,  and  the  direction  of  the  overflow  cur- 
rant during  high  water  is  away  from  the  stream  bank.    However,  the  undercutting  action 
at  the  head  of  the  .pur  Is  more  severe,  and  therefore  more  protection  against  this  ac- 
tion is  required.    For  all  conditions,  it  is  important  that  the  foundations  of  the  jet- 
ties be  carried  down  below  possible  scour  level. 

A  cross  section  of  a  rock  and  wire  basket  Jetty  is  shown  In  Figure  17.    The  base 
is  laid  on  a  mat  of  loose  brush,  which  should  have  a  compacted  thickness  of  about  eight 
Inches  and  project  from  nine  to  twelve  inches  at  each  side.    Details  of  wrapping  the 
wire  are  shown  In  Figure  17.    No  attempt  should  be  made  to  make  the  jetty  impervious, 
becauae  it  is  not  built  to  withstand  water  pressure  and  the  water  depth  should  be  the 
aane  on  both  sides.    The  value  of  the  Jetty  lies  in  the  fact  that  it  retards  the  water 

»  point  where  much  of  the  suspended  silt  is  deposited,  building  up  bars 
where  trees  and  brush  can  be  induced  to  grow,  either  naturally  or  through  planting. 
The  stimulation  of  brush  and  tree  growth  should  be  the  object  of  all  of  this  protective 
work,  so  that  after  the  structures  have  rotted  away  or  otherwise  failed,  the  corrective 
work  will  still  endure. 

Wire  bound  dikes  should  not  be  used  along  rivers  which  carry  a  bed  load  of  sand, 
gravel,  or  rock  during  flood  flows.    The  abrasive  action  of  these  materials  on  the  wire 
soon  wears  it  through  and  the  loose  rock  fill  spills  into  the  river,  causing  failure  of 
the  dike.    If  the  bed  load  contains  more  than  20  percent  of  sharp  stones  retained  on 
the  #10  screen  the  abrasive  action  will  be  harmful. 

For  general  use,  the  timber  pile  and  fascine  jetty  ,  type  of  construction  will  be 
found  very  satisfactory.    If  cutting  occurs  along  the  face,  the  Jetties  are  protected 
against  failure  by  the  penetration  of  the  piles. 

The  piles  are  driven  in  double  rows  with  a  space  of  3  feet  or  more  between  rows, 
and  tied  together  at  the  top  with  cable.    The  cable  is  secured  to  the  pile  top  with 
heavy  .teplea.    The  cable  should  be  3/8  inch  diameter  (galvanized)  for  small  dikes, 

inch  for  more  severe  usage.    The  space  between  the  two  rows  of  piles 
I.  flllefl  with  willow  fascines,  the  relation  between  the  pile  spacing  and  the  faBCine 
i«ngth  being  such  that  each  bundle  will  be  retained  by  at  least  three  piles.    The  longi- 
-inai  pile  apaclng  .hould  not  be  more  than  one-fourth  the  average  length  of  the  fas- 
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PLAN 


FIGURE  1 8- a. 


CONTINUOUS  DIKE  PROTECTION 
ON  CONCAVE  BEND 
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Figure  18b 

Bock  and  wire  mesh  Jett7  along  the  Vir- 
gin River,  Utah,  showing  well  advanced 
recovery  on  the  protected  side.  (R-4). 


Figure  18c 

Close  view  of  rock  and  wire  mesh 
Jetty  along  the  Virgin  River.  (R-4). 
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Figure  18f 

Failure  of  rock  and  wire  Jetty  where 
the  flow  was  too  swift  and  turbulent, 
resulting  in  greater  damage. 


C 


Figure  18g 

Another  failure  due  to  high  velocity 
flow. 
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Figure  19 

Fill  elope  on  the  Sen  Gabriel  Road,  Angeles 
National  Forest,  California.    Protected  by- 
brush  wattles  constructed  by  the  California 
Forest  Experiment  Station. 
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The  faaclnea  tr«  held  In  piece  with  weighted  cables  which  are  slung  across  the 
tor  In  eaeh  bay,  llluatrated  In  Figure  18.  The  slings  are  made  with  1/4  inch  gal- 
ranlied  cable,  having  each  end  broomed  out  and  embedded  In  a  cubic  foot  block  of  con- 
rrvte.    After  a  few  months  use,  It  is  usually  necessary  to  remove  the  ballast  cables 

and  build  up  the  brush  fill  to  take  care  of  settlement. 

The  penetration  of  the  piles  will  depend  on  local  conditions,  but  should  be  suf- 
ficient to  provide  security  even  after  a  large  amount  of  erosion  has  taken  place.  The 
size  and  species  of  pile  used  will  depend  upon  local  factors.    Since  the  tops  of  the 
plies  will  be  subject  to  conditions  which  are  favorable  to  decay,  the  use  of  species 
with  good  decay  resistance  qualities  is  of  primary  importance. 

3.    Continuous  dikes.    In  some  cases,  rivers  have  cut  into  their  banks  exten- 
sively end  have  wide  channels  far  in  excess  of  the  need  as  far  as  water  capacity  is 
concerned.    The  normal  and  low  water  flow  courses  back  and  forth  across  the  channel, 
cutting  further  into  the  banks  at  various  places.    Under  such  conditions,  restriction 
of  the  major  stream  to  a  limited  central  portion  of  the  channel  is  feasible,  for  which 
purpose  continuous  longitudinal  dikes  are  the  obvious  choice.    They  are  usually  sup- 
plemented by  cross  dikes  to  the  river's  banks  at  intervals  to  retard  water  velocities 
and  aid  in  silt  deposits.    The  same  type  of  structure  which  is  used  for  spur  dikes 
■sets  the  requirements  for  continuous  dikes.    Figure  18a  shows  the  essentials  of  an 
Installation  of  this  kind.    Figure  18b  is  a  photograph  of  an  installation  on  the  Virgin 
River  near  Mt.  Carmel,  Utah,  which  has  met  with  considerable  success.    A  side  view  of 
one  of  these  dikes,  of  rock  snd  wire  mesh  construction,  is  shown  in  Figure  18c. 

Another  use  for  continuous  dike  protection  occurs  in  relatively  narrow,  fast 
flowing  rivers,  where  it  is  not  feasible  to  cut  back  the  bank  for  slope  paving,  as 
along  valuable  agricultural  land,  highways,  and  so  forth.    The  toe  of  the  caving  bank 
can  be  protected  by  a  continuous  dike  as  in  Figure  18a.    As  a  rule  this  type  of  dike 
Is  subject  to  greater  cutting  action  along  its  outer  face,  and  should  therefore  be 
founded  well  below  the  depth  of  possible  erosion. 

figures  18d  and  18e  show  other  variations  of  jetty  construction,  using  differ- 
ent materials.     It  must  be  borne  In  mind  that  the  useful  life  of  any  type  is  depen- 
dent upon  the  life  of  the  material  of  which  it  is  made. 

The  photographs  shown  in  Figures  18f  and  18g  illustrate  the  result  of  construc- 
tion of  a  wire  rasket  and  rock  Jetty  where  condltiona  were  not  at  all  auited  to  it. 
The  Jetty  obstructed  a  large  percentage  of  the  water  area  and  so  forced  an  increase  in  the 
velocity,  which  was  already  so  high  that  it  was  eroding  the  gully.    The  increased  velo- 
city also  Increased  the  transporting  force  of  the  water  and  so  aggravated  a  condition 
already  bad.    The  remedy  for  the  restoration  of  the  gully  shown  in  these  two  photograph* 
i"  K  •«  found  in  the  channel  control  methods  of  this  Section,  but  rather  in  the  use 

or  gully  control  devices  described  In  Chapter  IV. 

Road  Fllla  end  Cuts. 

tlon  on^hl'aublecr.tn1^  }'  Tl  V™*  th*  8C0pe  of  tnis  *«»ook.    Detailed  informa- 
ion  on  tne  eubject  will  be  Included  in  the  Truck  Trail  Handbook. 

est  •nd^.^er^ni1^  I"?*"!  Bnd  *****  action        the  California  For- 

tection  and  the?.hou^d \t  ll  d°ne  8  lar«e  amount  of  "search  on  road-bank  pro- 

«**t*tl*e  control  consulted  on  auch  work  to  obtain  the  latest  developments  in 
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Figure  19  shows  a  fill  slope  on  the  San  Gabriel  Road,  Angeles  National  Forest, 
California,  which  has  been  protected  by  means  of  measure  i_  -  brush  wattles,  which  held 
the  loose  soil  in  place  and  allowed  the  green  stakes  driven  into  the  wattles  and  the 
wattles  themselves  to  sprout  and  grow.    Note  in  this  picture  that  a  good  growth  of 
vegetation  has  begun.    These  measures  are  particularly  effective  on  high  fill  slopes 
where  there  is  danger  of  sliding  and  where  the  rainfall  is  light. 

Measures  £,  planting,  and  h,  mulching,  are  also  effective  for  road-bank  protec- 
tion where  there  is  sufficient  rainfall  to  give  the  vegetation  e  quick  start.    In  the 
Appalachian  Mountains  good  results  have  been  had  by  planting  honesuckle  and  other  quick- 
growing  vines.    They  are  usually  planted  in  pockets  which  have  been  dug  out  of  the  cut 
bank  and  filled  with  top  soil. 
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Typical  Rock-fill  Timber  Crib  Dike 

Rock-fill,  timber  crib  dike  to  protect  Campton  Forest  Camp,  White 
Mountain  National  Forest,  from  Mad  River. 

Bottom  logs  are  four  feet  below  river  bed,  and  top  logs  three  feet 
above  known  high  water. 

Small  stone3  between  logs  and  large  "derrick"  stones  along  front 
of  dike  taken  from  river  channel. 

Logs  are  peeled  and  tied  together  with  1-inch  iron  pins.  Enduring 
species  of  wood  were  selected.    Native  materials  permit  low  cost. 
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Typical  Crib  Deflector 


The  river  discharge  approaches  this  deflector  crib  at  an  angle  of 


about  45  degrees,  and  is  directed  toward  a  stone  clif: 
ing  the  flat  Camp  area  behind  the  crib.  An  auxilliar; 
the  channel  below  the  deflector.  Deflector  angles  dei 
dlti one  -  are  usually  less  abrupt  than  this. 

The  upstream  end  of  the  crib  is  deeply  anchors* 
cut  off  to  prevent  erosion  behind  the  cribbing. 

The  crib  section  is  designed  with  allowance  fo3 
It  can  be  over  topped  without  damage. 


by  protect- 

'arallels 
local  con- 


ided  with 


so  that 
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Close  up  of  Rock-fill  Cribbing  Construction 
Note  fitted,  staggered  joints  which  are  pinned  with  1-inch  iron  dowels. 
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Small  deflector  just  upstream  from  bank-protection  crib  dike  to  prevent 
erosion  behind  dike.  Small  amount  of  leakage  through  this  structure  is 
expected  and  desirable.    Where  deflectors  or  jetties  are  of  sufficient 

importance  and  size,  model  tests  are  justified. 
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Chapter  III 


HYDRAULICS  OF  EROSION  CONTROL 
15.  Estimating  Probable  Run-Off. 

If  1  inch  of  rain  runs  off  uniformly  in  1  hour  without  loss,  each  acre  of  the  watershed  will  yield  1 
second-foot  of  run-off.  In  some  cases  a  combination  of  conditions,  such  as  the  shape  and  topography 
of  the  drainage  area,  the  pattern  of  the  tributary  streams,  and  the  direction  of  the  storm,  will  unite  to 
give  a  yield  at  some  point  that  may  be  somewhat  greater.  Ordinarily,  however,  absorption,  percolation, 
and  surface  storage  will  reduce  the  yield  so  that  the  ratio  of  run-off  to  rainfall  is  less  than  unity.  Such 
factors  as  density  of  vegetative  cover,  land  of  soil,  moisture  content  of  the  soil  before  the  storm,  slope 
of  the  watershed,  and  intensity  of  the  rainfall— all  have  a  somewhat  indeterminate  effect  on  the  run-off 
factor,  which  is  the  ratio  of  run-off  to  rainfall.  It  is  obvious  that  this  factor  will  vary  widely  on  different 
watersheds  and  in  different  parts  of  the  country.  Any  attempts  to  develop  formulae  or  ratios  for  wide- 
spread application  are  bound  to  give  results  of  doubtful  value  for  specific  small  areas.  The  best  estimate 
is  usually  made  from  a  knowledge  of  the  various  conditions  mentioned  above,  a  study  of  former  flows, 
and  a  background  of  understanding  of  the  principles  of  flood  occurrence  and  prediction. 

High  stream  flows  are  produced  by  iieavy  rains,  melting  snow,  or  sometimes  a  combination  of  both. 
In  the  parts  of  the  country  which  have  been  most  seriously  damaged  by  water  erosion,  the  trouble  has 
been  caused  by  run-off  from  severe  rainstorms,  and  it  is  therefore  this  type  of  flood  that  we  are  particu- 
larly interested  in.  It  is  well  known  that  the  size  of  the  largest  annual  flood  varies  from  year  to  year, 
and  that  the  maximum  flood  of  any  one  year  has  no  definite  relation  to  that  of  any  other  year.  If  records 
are  avadable  for  a  period  of  several  years,  the  average  of  the  figures  representing  the  biggest  flow  for 
each  year  will  give  the  average  maximum  annual  flood.  Floods  of  this  size  or  greater  can  be  expected 
one-half,  or  50  percent,  of  the  time,  although  for  several  successive  years  the  year's  greatest  flow  may 
be  either  consistently  smaller  or  consistently  larger  than  this  average.  In  the  long  run,  the  number  of 
years  in  which  this  flood  is  exceeded  will  equal  the  number  of  years  in  which  it  is  not. 

For  floods  of  greater  amount  but  less  frequent  occurrence,  the  study  of  long-time  records  will  indi- 
cate the  probable  frequency  with  which  they  can  be  expected.  That  is  to  say,  a  certain  flood  flow  can 
be  expected  once  in  10  years,  a  larger  one  once  in  50  years,  and  so  on.  This  does  not  mean  that  anyone 
has  reason  to  predict  that  the  so-called  10-year  flood  will  actually  be  exceeded  every  10  years,  but  rather 
that  over  several  10-year  periods  the  annual  maximum  will  exceed  it  about  10  percent  of  the  tune.  Smce 
it  is  rainfall  which  causes  the  flood  flows,  the  same  laws  are  used  for  rainfall  anticipation  when  stream- 
flow  records  are  not  available. 

Because  most  of  the  erosion  control  work  will  be  on  small  watersheds  which  do  not  support  con- 
tinuous streams,  there  will  seldom  be  any  useful  information  as  to  actual  flow  records.  For  this  reason 
we  are  usually  forced  to  rely  on  a  comparison  with  other  larger  areas,  or  to  computation  from  rainfall 
records.  In  that  part  of  the  country  east  of  the  one  hundred  and  fifth  meridian,  a  combination  of  good 
records  and  more  or  less  uniform  rainfall  characteristics  has  made  it  possible  to  predict  run-oft  volume 
with  fair  accuracy.  The  method  presented  here  is  taken  from  the  1916  edition  of  Meyer's  ''Hydrology, 
with  charts  given  by  Kamser  in  the  United  States  Department  of  Agriculture  bulletin  "Brief  Instructions 

on  Methods  of  Gullv  Control."  . . «.      ,  i 

The  curves  on  page  29  give  the  run-off  from  areas  ranging  from  1  to  1,000  acres  for  two  different  slope 
conditions,  and  for  three  types  of  soil  cover.  These  data  are  for  the  area  marked  "zone  3   on  the  map  on 
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,„  U|  rrcqucncj  of  once  in  LO  years.  Tabic  II  below,  gives  factors  for 

'        .*  ;,  .;,,.'  !„      M.  ,)f  J.'.  .v.  and  25-year  expectancy.   These  conversion  factors 

hllVrvni  -niii"-  «s  seen  from  the  table.  .     .1  m 

.    ,    ..      ^OIninolulod  thai  erosion  control  structures  be  designed  for  the  10-year 
......  .heastern  par.  ...  ,l,c  country  .zone  1,  and  parts  of  zones  2  and  3),  where  the 

.,,  „ml        M„wlll,  season  is  long,  this  reqnirement  can  be  modified  in  some  cases. 

reG  and  vmesand  seeding  of  sod-prodncmg  plants 
,  will  be  rapid  enough  to  bind  the  soil  within  2  or  3  years  time,  alter  which  the 
.  « ,11  not  be  needed     Under  these  conditions,  the  engineering  structures  can  be 
am  onh  1  he  average  annual  Hood,  or  the  How  which  can  be  expected  50  percent  of  the 

„,  .,,„„  if  the  run-off  is  controlled  bul  no  planting  is  done,  natural  vegetative  recovery 

^  expected  within  I  or  f,  years,  and  structures  designed  for  a  5-year  flood 
,.,  .aoquatfl     For  other  conditions  less  favorable  to  vegetative  recovery,  the  10-year  flood 
.)»nu Id  he  followed. 

Tablk  I -Ratio  of  rainfall  intensity  in  zones  1,  8,  4,  and  5  to  zone  S  for  10-year  frequency 
|Kr»m  Meyer's  KliunouLs  of  II ydrology,  first  edition] 


Area  In  ncres 

Zone 

1 

0 

4 

5 

1  

1.  15 

1.  08 

0.  90 

1.  02 

1.  22 

1.  12 

.  90 

.  97 

I.  29 

1.  1G 

.  89 

.  89 

100  

1.  34 

1.  19 

.  89 

.  86 

200  

I.  42 

1.  23 

.  89 

.  83 

400  

1.  50 

1.  27 

.  89 

.  80 

600  

1.  55 

1.  30 

.  88 

.  78 

800.   

I.  58 

1.  32 

.  88 

.  76 

1,000  

I.  62 

1.  33 

.  88 

.  75 

Tabi.k  II. — Ratio  <>f  rainfall  intensity  of  other  frequencies  lo  the  10-year  value 


Zone 

Frequency 

2  years 

5  years 

25  years 

l   

0.  75 

0.  86 

1.  17 

0 

.  70 

.  87 

1.  18 

.  65 

.  83 

1.  17 

.  61 

.  84 

1.  28 

tt  step  in  muking  q  run-off  estimate  is  a  survey  of  the  watershed,  determining  the  area,  the 
I  M  includes  different  kinds  of  cover,  the  areas  of  each  kind  should  be  measured  or 
ime  thai  we  have  in  Mississippi  an  area  of  125  acres  of  hilly  ground  on 
df  LO  percent.    There  are  60  acres  covered  with  dense  brush  and  woods,  15 
land,  and  the  balance  of  50  acres  was  once  under  cultivation  but  is  now 
From  figure  21  on  page  29  we  find  that  in  zone  3,  the  run-off 
•re*  on  hlnpcs  exrfeding  10  percent  is — 


125  acres  of  woods 


Cubic  feel  per  second 


125  acres  of  cultivated 


125  acres  of  pasture 


108 
232 
362 


Reducing  to  the  proportionate  amounts  of  each  type  of  cover,  we  get — 
*%25  of  108  


Cubic  feet  per  second 


48 
28 
145 


»K25  of  232 
%s  of  362 


Total 


221 


This  221  cubic  feet  per  second  total  is  the  zone  3  run-off  from  this  area  on  a  10-year  basis.  Table  I 
on  page  30  gives  a  factor  of  1.20  for  converting  zone  3  to  zone  2  on  a  watershed  of  125  acres.  The  zone  2 
run-off  is  therefore  221  X  1.20  =  265  cubic  feet  per  second  for  the  10-year  flood.  To  reduce  this  to  the  5-  or 
2-year  flow,  consult  table  II  and  multiply  by  the  factor  given  there. 

In  the  Rocky  Mountain  district,  the  precipitation  varies  widely  in  different  sections,  depending  on 
altitude,  slope  exposure,  and  other  local  influences.  In  some  sections  the  highest  flows  are  from  melting 
snow  in  the  spring,  and  in  others  the  greatest  seasonal  flow  is  from  summer  rains.  It  is  usually  the  run-off 
from  the  latter  type  of  storm  which  must  be  controlled  to  prevent  erosion.  One  of  the  characteristics  of 
these  storms  is  that  they  do  not  cover  large  areas,  and  since  rain  gages  are  widely  separated,  rainfall 
records  of  many  of  them  are  not  obtained.  Because  of  lack  of  records,  both  of  rainfall  and  run-off,  there 
is  no  proven  basis  for  predicting  the  frequency  and  intensity  of  run-off  from  the  small  drainage  areas 
which  erosion  structures  control. 

Under  the  title  of  "Rainfall  Intensity — Frequency  Data",  David  L.  Yarnell,  of  the  Bureau  of  Agri- 
cultural Engineering,  has  presented  in  United  States  Department  of  Agriculture  Miscellaneous  Publication 
No.  204,  data  worked  up  from  all  recording  type  rain  gages  in  the  United  States.  Particular  attention 
was  given  to  rain  of  high  intensity  and  short  duration,  most  of  which  runs  off  as  surface  water  with  little 
loss  from  percolation  or  infiltration. 

Unfortunately  recording  rain  gages  were  widely  separated  in  the  West,  with  only  two  in  each  of  the 
States  of  Arizona,  New  Mexico,  and  Utah,  and  three  each  in  Idaho,  Colorado,  and  Nevada.  It  is  probable 
that  there  were  many  storms  of  equal  or  greater  intensity  than  those  which  occurred  at  the  recording 
gages,  and  which  are  not  included  in  the  compilation.  It  is  also  true  that  there  are  local  areas  between 
these  stations  in  which  rainstorms  do  not  have  the  intensity  or  frequency  indicated  by  the  Yarnell 
charts.  However,  this  information,  if  used  by  an  engineer  familiar  with  local  conditions,  will  serve  as 
a  valuable  guide  in  the  Rocky  Mountains. 

For  small  watersheds  of  less  than  a  thousand  acres,  the  rational  method  of  computing  run-off  from 
the  predicted  rainfall  is  recommended.  The  equation  is  Q=CIA,  where  Q  is  the  rate  of  run-off  in  cubic 
feet  per  second;  C,  the  run-off  factor,  is  a  decimal  representing  the  portion  of  the  rainfall  that  appears 
as  run-off;  /  is  the  rate  of  rainfall  in  inches  per  hour;  and  A  is  the  drainage  area  in  acres. 

The  frequency  factor  is  taken  care  of  through  the  value  of  I,  using  the  average  annual  value  for 
storms  of  2-year  frequency,  the  5-year  value  for  storms  of  5-year  frequency,  and  so  on.  Pages  32  to  41 
give  Yarnell's  charts  for  5-,  10-,  15-,  30-,  and  60-minute  periods  at  expectancy  intervals  of  2,  5,  10,  and 
25  years. 

In  the  semiarid  sections  of  the  West,  where  the  growing  season  is  relatively  short  and  growing  con- 
ditions not  favorable,  the  ordinary  erosion  control  structures  for  temporary  use  should  be  designed  to 
handle  floods  of  the  estimated  10-year  frequency.  If  the  affected  area  is  to  be  planted  and  there  is 
good  reason  to  believe  growth  will  be  rapid,  structures  designed  for  5-year  floods  will  probably  last  until 
the  vegetation  can  control  the  situation.  For  the  permanent  structures,  frequencies  of  25  or  50  years 
-liould  be  used,  depending  on  the  size  and  importance  of  the  project. 
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[Taken  from  Misc.  Pub  No.  204,  U.  S.  Dept.  of  Agriculture] 


Figure  25.— Five-minute  rainfall,  in  inches,  to  be  expected  once  in  25  years. 


rr.H*      M<*-  r»l>-  No.  *».    »•  Dept.  of  Agriculture] 


[Taken  from  Misc.  Pub.  No.  204,  U.  S.  Dept.  of  Agriculture] 


Figure  28.— Ten-minute  rainfall,  in  inches,  to  be  expected  once  in  10  years. 


1 0  min.-25yr. 


Figure  29.— Ten-minute  rainfall,  in  inches,  to  be  expected  once  in  25  years. 
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\     .  i.  r.  S.  Dept.  of  Agriculture] 


Figure  33.— Fifteen-minute  rainfall,  in  inches,  to  be  expected  once  in  25  years. 
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ITHkPii  from  Misc.  rub.  No.  201,  V.  S.  Dept.  of  Agriculture 


30  mm.  -  2 yr. 


Figure  34.— Thirty-minute  rainfall,  in  inches,  to  be  expected  once  in  2  years. 


30  mm.  -  5yr. 


I  ioi  Wt  J5.— Thirty-minute  rainfall,  in  inches,  to  be  expected  once  in  5  years. 
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Fir.imK  37<— Thirty-minute  ruinfull,  in  inches,  In  hp  expceled  once  in  2.r>  years. 
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Misc.  I'uli.  No.  20-I.  I'.  S.  Dept.  of  ARrlwilture] 


[Taken  frcm  Misc.  Pub.  No.  204,  U.  S.  Dept.  of  Agriculture] 


/ 


60  mm.  10 


Figure  40.— One-hour  rainfall,  in  inches,  to  be  expected  once  in  10  years. 


60  mm.  -  25yr. 


Figure  41.— One-hour  rainfall,  in  inches,  to>c  expected  once  in  25  years. 
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The  run-off  factor,  C,  will  vary  with  the  type  of  vegetation  and  soil.  For  western  range  conditions, 
values  of  0.4,  0.6,  and  0.9,  respectively,  are  recommended  for  brushed  or  timbered  areas,  sod-covered 
areas,  and  barren  or  cultivated  land.  These  values  are  for  short  intense  rainfalls  where  the  accumulation 
on  the  ground  is  too  great  to  allow  much  percolation  or  absorption,  and  are  not  applicable  to  the  more 
casual  rains. 

The  greatest  flow  at  the  outlet  to  a  watershed  will  occur  when  the  entire  area  is  contributing  run-off, 
which  does  not  happen  until  rain  has  been  falling  long  enough  to  allow  run-off  from  the  most  remote 
corners  to  reach  the  outlet.  This  interval  is  known  as  the  time  of  concentration.  Since  the  highest 
rainfall  intensities  are  of  short  duration,  the  value  of  /  to  be  used  is  the  equivalent  rate  per  hour  of  the 
maximum  fall  expected  in  an  interval  equal  to  the  concentration  period.  For  example,  assume  the 
longest  path  of  flow  from  the  most  remote  part  of  the  watershed  to  the  outlet  is  3,600  feet,  and  the  ground 
slopes  indicate  that  the  velocity  of  flow7  will  average  about  4  feet  per  second.  It  will  take  3,600/4,  or 
900  seconds,  which  is  15  minutes  for  the  flow  to  concentrate  at  the  outlet.    In  central  Wyoming,  the 

60 

15-minute  rainfall  to  be  expected  once  in  10  years  is  0.75  inch,  or  7=^X0.75  =  3.0  inches  per  hour. 

To  complete  the  example,  it  will  be  assumed  that  the  watershed  area  of  180  acres  is  made  up  of  40 
acres  of  barren  ground,  50  acres  of  brush  and  trees,  and  90  acres  of  well-sodded  ground. 

Q=(0.9X3X40)  +  (0.4X3X50)  +  (0.6X3X90)=330  cubic  feet  per  second. 

The  conditions  in  California  in  regard  to  run-off  are  quite  variable,  but  have  been  favored  with 
more  abundant  records  and  considerable  study.  Page  42  gives  flood  frequencies  and  amount  for  different 
sections  of  the  national  forests  of  that  State. 

16.  Erosive  Power  of  Water. 

The  source  of  trouble  in  our  erosion  problems  is  the  unchecked  passage  of  run-off  over  exposed  soil 
surfaces  at  velocities  which  are  high  enough  to  permit  transportation  of  soil  particles  from  the  terrain 
to  the  gullies,  and  from  the  gullies  to  the  rivers  where  it  passes  beyond  recovery.  The  methods  of  re- 
ducing the  velocity  and  volume  of  the  run-off  have  been  discussed  in  the  previous  chapter.  However, 
some  idea  of  the  erosive  power  of  flowing  water  may  give  a  better  idea  of  the  forces  that  are  to  be  controlled 
to  prevent  damage. 

The  erosive  power  is  the  ability  to  dislodge  soil  from  rest  in  its  natural  state,  and  the  carrying  power 
is  the  ability  to  carry  it  along  after  it  becomes  dislodged.  The  exact  laws  governing  these  two  operations 
are  not  fully  agreed  upon,  but  in  general,  the  erosive  power  of  moving  water  varies  with  the  square  of 
the  velocity  and  the  carrying  power  varies  approximately  with  the  sixth  power  of  the  velocity.  In 
other  words  if  the  velocity  is  doubled,  the  erosive  power  is  multiplied  by  4  and  the  carrying  power  by  64. 
On  steep  slopes  the  carrying  power  is  aided  by  the  natural  tendency  of  the  larger  stones  to  roll  down 
hill  and  to  grind  and  cut  a  deeper  channel  as  they  go. 

In  table  III  on  page  44  is  given  the  opinion  of  one  authority  on  safe  water  velocities  for  the  common 
materials  Table  IV  gives  values  at  which  these  materials  will  be  carried  along  in  smooth-flowing 
c  hannels  of  uniform  section.  In  gullies  and  on  hillsides  where  the  channels  are  irregular  and  the  flow  is 
turbulent,  the  carrying  power  is  probably  greater. 

In  seeking  to  bring  about  deposition  of  the  silt  load,  it  will  ordinarily  be  necessary  to  reduce  the 
velocity  below  the  values  shown  in  table  IV. 
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1'  w.i  r  III.    ParmUtobh  canal  velocities  after  aging 
i  no;  bs  Spec.  Comm.  on  Irr.  Rosonrch,  A.  S.  C.  E.] 


I  BmooumimIm 

Orlnliml  iniilorl.il  ev:iviteil 


line  sand,  noncolloidal  

Snnd\  loam,  noncolloidal  

Sill  loam,  noncolloidal  

Alhi\  ial  silts,  noncolloidal  

Ordinary  linn  loam   

Volcanic  ash  

Fine  gravel  

StilT  clay,  very  colloidal  

Alluvial  BiltB,  colloidal-  

Graded,  silt  to  cobbles,  colloidal. 
Coarse  gravel,  nonoolloidal  

Shales  ami  lianlpans  


Velocity 


Feel 


per  second 
1.  5 

1.  75 

2.  0 
2.  0 
2.  5 
2.  5 

2.  5 

3.  75 

3.  75 

4.  0 
4.  0 
6.  0 


Nora.-   The  term  "colloidal"  is  assumed  to  be  the  same  as  cohesive  in  this  application. 
Table  IV.—  Water  velocities  required  to  carry  various  materials 


Velocity  In  feet 
per  second 

Material 

0.  25 

Fine  clay. 

.  5 

Fine  sand. 

.  (17 

Sand  coarse  as  linseed. 

1.  0 

•Sweep  along  fine  gravel. 

2.  0 

Roll  along  pebbles  up  to  1  inch  diameter. 

3.0 

Sweep  along  slippery  angular  egg-size  stones. 

17.  (  apacily  of  Ditches  and  Channels. 

The  size  of  diverting  ditches  depends  of  course  upon  the  amount  of  run-off  to  be  expected,  from  the 
them.    Having  found  the  rate  of  run-off,  the  ditch  is  designed,  to  have  a  capacity  of  the  same 
allowing  a  margin  of  safety  against  overflowing  the  banks  after  they  have  settled.   When  the 
downhill  Bide  of  a  ditch  is  all  or  part  in  fresh  fill,  an  allowance  of  about  20  percent  of  the  filled  height 
should  l>c  added  for  settlement  and  compaction. 

vater  that  a  ditch  will  carry  depends  on  the  cross-section  area,  the  slope  of  the  trench 
iin.  the  hydraulic  radius  (ratio  of  the  area  to  the  wetted  perimeter),  and  the  roughness  of  the  material 
which  forms  the  aides  and  bottom.   None  of  the  accepted  formulae  for  carrying  capacity  is  very  simple, 
but  the  Manning  formula  is  as  satisfactory  as  any,  and  will  be  explained  here. 

dj  know  the  amount  of  run-off,  the  problem  is  to  determine  the  size  and  proportions 
of  the  ditch  to  carry  it  off  without  serious  erosion  of  the  bank  material.    From  table  III  above 
.it  will  be  safe  for  the  soil  to  be  encountered.    Remember  that  loose  soil  offers  little 
i'ui,  -o  if  parts  of  the  ditch  go  through  newly  placed  fill,  these  parts  should  be  tamped 

to  prevent  loss. 

The  Munning  formula  for  the  velocity  in  an  open  channel  is: 


n 


in  whi 


CO 


V=the  average  velocity  in  feet  per  second 
n=the  roughness  coefficient 

is,  or  the  cross-section  area  of  the  water  divided  by  the  wetted  perimeter 

«=the  channel  slope,  or  the  ver,tical  *3B 

distance 
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n- Coefficient  of  Roughness       DIAGRAM  FOR  SOLUTION 


O  0.5  UO  1.5  2.0 

r-  Hydraulic  Radius  -  Feel 


FIGURE  43 
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In  ditches  with  earth  bottom  and  slopes,  the  value  of  n  will  range  from  0.02  when  the  ditch  is 
new  and  trimmed  carefully  to  smooth  surfaces,  to  0.03  after  it  has  been  in  use  for  a  long  time  and  has 
been  roughened  and  obstructed  by  weeds.  For  the  average  condition,  use  0.025.  Having  determined 
n  and  V,  turn  to  figure  43  on  page  45.  Find  the  value  n  at  the  top,  and  follow  vertically  downward  to 
intersection  with  the  horizontal  line  from  the  V  scale  at  the  right.  From  this  intersection,  follow  in  the 
direction  of  the  curved  lines  until  vertically  over  the  assumed  value  of  R,  and  then  horizontally  to  the 
scale  at  the  extreme  left  which  gives  the  slope  s. 

It  will  be  seen  that  there  is  a  wide  range  available  for  the  choice  of  the  hydraulic  radius,  R,  and  that 
as  the  value  increases,  the  slope  needed  to  maintain  the  desired  velocity  grows  smaller. 

It  will  be  up  to  the  field  engineer  to  determine  what  base  width  and  side  slopes  are  best  for  the 
local  conditions,  and  lay  out  his  ditch  section  accordingly.  He  can  then  determine  what  depth  will  give 
the  required  area,  and  can  compute  the  hydraulic  radius  of  the  section. 

As  an  example,  assume  that  we  want  to  find  the  size  and  slope  of  a  ditch  to  carry  40  cubic  feet  per 
second  through  ordinary  firm  loam.  The  maximum  safe  velocity  from  table  III  is  2.5  feet  per  second,  and 
the  cross-section  area  is  therefore  40/2.5  =  16  square  feet.  Side  slopes  in  this  material  will  probably  be 
stable  on  a  IK  to  1  slope,  so  we  assume  a  bottom  width  of  3  feet,  draw  a  section  to  a  convenient  scale,  and 
by  cutting  and  trying  find  that  with  a  water  depth  of  2.4  feet,  the  area  is  15.96  square  feet  and  the  hydraulic 
radius  is  15.96/11.8=1.35.  Next  on  page  45  we  enter  the  diagram  top  under  n=0.025,  and  drop  down 
opposite  F=2.5.  From  this  intersection,  follow  the  direction  of  the  curved  lines  until  vertically  above 
the  value  J?=1.35.  Horizontally  opposite  this  point,  it  is  found  that  a  slope,  s,  of  0.0012  is  required,  or  a 
drop  of  0.12  feet  per  hundred  feet  of  ditch. 
18.  Capacity  of  Overflow  Spillways  and  Channels. 

A  high  degree  of  accuracy  is  not  necessary  in  figuring  the  discharge  capacity  of  the  overflow  crests  of 
erosion  structures.  The  usual  formula  for  this  work  is  Q=CLH3'2,  where  Cis  a  coefficient  which  depends 
upon  the  shape  of  the  overflow  crest,  L  is  the  length  of  the  section  that  the  water  flows  over,  and  H  is  the 
difference  in  elevation  between  the  water  in  the  pool  above  the  dam  and  the  top  of  the  overflow  crest. 
For  the  ordinary  rock  or  brush  structure  the  value  of  C  is  set  at  3. 

The  curve  on  page  46  gives  the  amount  of  water  that  will  flow  over  each  foot  of  crest  for  heads  up 
to  5  feet.    Multiply  these  values  by  the  length  of  the  crest  to  get  the  total  discharge. 

For  larger  dams  of  the  soil-saving  variety  with  drop  inlet  spillways,  the  capacity  of  the  drop  inlet 
is  treated  in  section  19. 

Every  drop  inlet  spillway  shoidd  be  supplemented  by  an  overflow  channel  designed  to  carry  the 
excess  flow  up  to  a  bund  red-year  frequency  to  secure  a  reasonable  factor  of  safety  against  failure.  Because 
of  its  infrequent  use,  the  so-called  broad-crested  spillway  consisting  of  a  sodded  but  unpaved  channel 
through  the  natural  bank  material  will  serve  the  purpose  in  most  soils,  but  should  be  limited  to  drainage 
areas  of  1  square  mile  maximum. 

The  capacil  y  of  these  channels  is  figured  in  the  same  manner  as  outlined  in  section  17.  A  heavy  sod 
cover  should  be  established  on  the  new  channel  as  soon  as  possible  after  it  is  completed,  and  a  value  of 
n  to  cover  this  condition  must  be  used.  For  heavy  sod  surfaces  with  a  fair  growth  of  grass,  use  w=0.035. 
Safe  velocities  under  these  conditions  will  run  as  high  as  6  feet  per  second  with  4  or  5  feet  per  second 

advisable  if  the  cover  is  thin. 

In  designing  the  channel,  a  wide  shallow  section  will  give  the  least  trouble  from  erosion.  As  an 
illustration,  a  wide  shallow  channel  will  pass  the  same  flow  at  a  lower  velocity  than  a  deep  and  narrow 
channel,  if  the  slope  of  both  channels  is  the  same. 
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n=  0.035  i?=1.46 
.4=16.0  Q    5)0  cubic  foot  per  second 

r=  5.62  s=0.0105 


\  SI 

\  I 

20*' 


s 


J6A 


01 


71=0.035 
p=4.0 


fl=0.88 

.4=18  square  feet 


s=0.0105 

Q=90  cubic  feet  per  second 


( iomparisons  of  velocities  in  deep  and  shallow  channels. 

n  e  two  channel  sections  above  have  the  same  capacity,  and  the  slope  is  the  same  for  both  channels. 

I  will  flow  with  a  velocity  of  5.62  feet  per  second,  while  the  wide,  shallow  channel  will 
it.v  of  only  4  feet  per  second.   This  illustrates  the  principle  to  be  followed  in  the  design  of 
broad-crested  Bpfflways,  that  with  channels  of  equal  capacity,  the  wide,  shallow  channel  will  have  the 
least  tendency  to  erode. 

15).  Capacity  of  Drop  Inlet  Spillways. 

giving  the  discharge  capacity  of  drop  inlet  spillways  made  of  culvert  pipe  and  of  concrete 
-b«.wii  on  [jiigos  72  and  73,  respectively. 
These  tables  were  computed  from  the  pipe  discharge  formula 


Q= 


whore,  #=discharge  in  cubic  feet  per  second 
A= area  in  square  feet 
5=32.2  feet  per  second 
//   effective  head  in  feet 

K=l  +  (ke+jp+kb)  (the  friction  losses) 

&e=the  entrance  loss 

^=the  losses  in  the  straight  run 

*6=the  elbow  loss 
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The  coefficients  for  the  losses  at  the  entrance  and  at  the  elbow  were  taken  from  University  of  Wis- 
consin Bulletin  No.  80,  by  L.  H.  Kessler,  giving  the  results  of  recent  laboratory  tests. 

Spillways  of  this  type  reach  a  practical  maximum  capacity  when  the  depth  of  water  over  the  lip 
is  1.2  times  the  width  of  the  opening.  Further  increase  in  the  head  results  in  only  a  slight  additional 
flow. 

It  is  recommended  that  in  the  design  of  these  spillways,  capacity  be  provided  to  pass  the  25-year 
floods.  To  .prevent  damage  from  greater  floods,  an  auxiliary  overflow  channel  should  be  provided  with 
enough  additional  capacity  to  provide  whatever  factor  of  safety  is  warranted  by  the  value  of  the  struc- 
ture. Usually  these  dams  are  so  small  that  any  damage  that  they  would  cause  by  failure  is  not  serious, 
but  this  matter  should  be  checked  carefully  during  the  design  stage. 

The  capacity  of  open  channel  overflow  spillways  has  been  treated  in  section  18,  page  47. 
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Chapter  IV 
GULLY  STRUCTURES 

20.  Use  of  Gully  Structures. 

Gully-head  plugs  (measure  k)  are  structures  designed  to  halt  the  upstream,  progress  of  gullies  by 
reducing  the  grade  at  the  drop  to  a  slope  which,  when  paved  or  protected,  will  allow  the  drainage  to  get 
from  the  upper  to  the  lower  level  without  further  erosion. 

Check  dams  can  be  used  to  prevent  further  cutting  of  the  gullies  (measure  j)  or  as  soil-saving  dams 
to  cause  the  gullies  to  fill  up  (measure  I). 

Gully-head  plugs  and  check  dams  can  be  made  from  various  materials  including  brush,  logs,  wire, 
corrugated  galvanized  sheet  metal,  rocks,  masonry,  and  concrete  or  combinations  of  them.  The  material 
selected  should  be  that  which  will  give  a  satisfactory  structure  at  the  least  total  cost  for  labor,  materials, 
and  maintenance  during  its  necessary  life. 

Gully  checks  constructed  of  wire  fencing  should  not  be  more  than  18  inches  high. 

Loose  rock,  rock  and  wire  mattress,  or  brush  checks  should  not  be  constructed  higher  than  18  inches. 

Structures  of  logs  or  lumber,  where  their  probable  length  of  life  is  sufficient,  can  be  constructed 
to  heights  greater  than  18  inches  but  should  be  provided  with  adequate  aprons  below  and  cut-off  walls 
at  the  abutments. 

Structures  of  concrete,  rubble  masonry,  and  loose  rock  faced  with  rubble  masonry  can  be  constructed 
to  almost  any  height  that  would  be  necessary  for  controlling  erosion  in  gullies.  It  is  important  that 
they  be  provided  with  cut-off  walls  at  the  abutments  and  aprons  below  to  prevent  end  and  under  cutting. 

21.  Rock  Gully-Head  Plug. 

Rock  should  be  used  in  the  construction  of  the  gully  plugs,  if  available.  It  is  considered  superior  to 
brush  for  the  purpose,  due  to  greater  ease  and  permanency  of  construction. 

The  first  step  in  the  construction  of  the  gully  plug  is  to  round  back  the  overfall  to  a  fairly  flat  slope, 
upon  which  the  plug  can  be  constructed.  The  rock  should  be  carefully  selected  and  laid,  so  that  the 
rocks  are  properly  keyed  together.  To  prevent  washing  out  care  should  be  taken  to  pack  the  interstices 
between  the  rocks  tightly  with  gravel  or  small  broken  rock,  and  litter,  particularly  at  the  crest,  where  it 
joins  the  level  of  the  meadow.  The  plug  should  be  constructed  slightly  low  in  the  center,  but  not  too 
much  ^o,  so  that  the  water  running  from  the  natural  watercourse  on  the  meadow  will  enter  the  gully  at 
the  proper  place.  The  sides  should  be  raised  slightly  above  the  level  of  the  meadow  and  extend  a  few 
feet  back  onto  this  level,  so  that  drainage  will  be  directed  over  the  gully  plug  and  not  around  the  sides. 

See  figure  45  for  construction  details. 

22.  Brush  Gully-Head  Plug. 

Brush  can  be  used  in  the  construction  of  a  gully-head  plug  if  no  rock  is  readily  available.  It  is  appli- 
cable to  advancing  overfalls  of  any  height,  as  in  the  case  of  a  rock  structure.  It  should  be  accompanied 
also  with  a  check  a  few  feet  below. 

First,  the  overfall  should  be  properly  trimmed  back  to  a  flat,  even  slope.  The  next  step  is  to  place  a 
fine  layer'of  litter  or  very  fine  brush,  to  be  covered  with  alternate  layers  of  coarser  brush  properly  com- 
pacted. The  u  hole  should  be  staked  and  wired  down  tightly  to  prevent  the  water  from  eroding  the  gully 
bottom  below  the  brush.  Attention  should  be  given  to  the  same  points  as  mentioned  in  connection  with 
the  rock  type  of  gully  plug.  If  properly  constructed  it  will  withstand  a  very  heavy  run-off  without 
being  disrupted. 
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|„  sl||  curcurnatanoee,  this  brush  construction  should  bo  considered  temporary  in  nature,  unless 
swrtii  of  vegetation  returns  to  protect  the  slope.    It  may  require  maintenance,  from  year  to 
•    pon  the  kind  of  brush  used  and  the  conditions  to  winch  it  is  subjected. 
Soo  figure  to  for  construction  details. 

•  ;    I  ,,  ;.itHu.u..l  Metal  Cully-Head  Plugs. 

UKl  iron  manufacturers  have  developed  sections  of  half-round  conduit  for  use  as  flumes, 
Ti„  can  furnish  a  wins-shaped  inlet  for  diverting  surface  flow  into  the  flume  sections.  Pre- 

tions  of  this  kind  may  have  application  in  some  locations  for  passing  run-off  over  gully 
heads  where  the  required  capacity  is  not  too  great. 

2  1    1  oom'  Kock  (.ully  Chocks. 

|  loose  rock  in  gully  checks  is  desirable  if  an  adequate  supply  of  rock  is  available.  The  rock 
uvel  or  broken  stone,  and  litter,  depending  on  which  is  most  easily  secured.   The  initial 
hould  be  limited  to  a  height  of  18  inches,  since  these  structures  cannot  be  regarded  as 
nd  no  v  egetation  w  hich  may  grow  on  (be  new  soil  could  withstand  an  overfall  of  much  more 

limn  this  amount. 

spin  the  construction  of  a  loose-rock  check  is  to  round  off  the  sides  of  the  gully  to  an  even 
1:1,  at  the  same  time  removing  all  loose  material  on  the  bottom.   This  is  followed  by  the 
cut-off  trench.    After  (his  preparation  of  the  site  the  rocks  composing  the  structure 
be  placed,keying  them  together  as  tightly  as  possible,  and  filling  the  interstices  with  gravel  or 
.    5tone  and  litter.   Care  should  be  taken  to  see  that  the  crest  of  the  structure  is  made  as  level 
and  that  the  \\  ings  are  extended  well  up  over  the  edge  of  the  gully.  Attention  must  be  given 
to  the  construction  of  the  apron  in  extending  the  sides  well  up  above  the  probable  high-water  line,  so 
t  scouring  of  the  gully  sides.  Logs  located  at  each  end  of  the  structure  on  the  meadow  level 
prevent  cattle  from  walking  too  close  to  and  breaking  down  the  ends  of  this  structure.   Finally  the 
upstream  slope  must  be  backfilled  with  soil  to  make  the  barrier  watertight. 

In  working  out  the  proportions  of  the  barriers  the  need  of  an  adequate  waterway  to  carry  the  high- 
mould  not  be  overlooked.  If  possible,  a  freeboard  of  6  inches  between  the  high-water  line  and 
I. a nk  should  be  provided.  The  capacity  required  should  be  determined  in  accordance  with  the 
outlined  in  the  pages  dealing  with  run-off.   A  well-built  structure  of  this  type  is  capable  of 
Bow  up  to  about  18  inches  of  depth  without  serious  disturbance. 
See  figure  47  for  construction  details. 

25.  Loose-Rock  (  hecks  With  Facing  Laid  in  Cement  Mortar. 

Loose-rock  checks  faced  with  stones  laid  in  cement  mortar  where  exposed  to  the  current  are  com 
and  nibble  construction  in  permanency.    They  are  adapted  to  locations  where 
quantities  of  rock  of  all  kinds  are  readily  available  and  where  the  flood  flows  are  greater  than  loose- 
lurfaces  can  withstand,  or  the  structures  are  to  be  higher,  thus  subjecting  their  facing  to  higher 
velocities  than  is  allowable  for  loose  rock. 

They  may  be  located  on  an  ordinary  soil  foundation  without  excessive  excavation  if  an  adequate 
I  and  apron  are  provided.    The  stability  is  greatly  enhanced  over  the  all-loose-rock  structure 
he  outside  course  of  rock  in  cement  mortar,  covering  the  face  of  the  check,  the  crest  and  ends 
\  and  t  he  apron  below  the  check.    A  mix  of  1  cement  to  3  sand  should  be  used  in  this  work, 
tder  of  the  check  is  composed  of  carefully  placed  loose  rock.    Proper  care  in  the  construction, 
irly  u         .ding  ends  and  constructing  the  apron,  must  be  exercised. 

should  be  determined  as  indicated  in  the  accompanying  run-off  data.    A  good 
;ype  will  be  able  to  withstand  the  most  severe  storms. 
>•  ■■•  •'•  i'1  for  construction  details. 
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N,  Rubble-Masonry  Chocks. 

,,bblc  masonrj  in  the  construction  of  a  check  instead  of  loose-rock  construction  may  be 
difficult}  .n  obtaining  good  rock  in  quantity  and  if  cement  and  sand  are  readily 


sua!  slope  iriiiuiunu.  removing  of  loose  material,  and  trenching,  the  rock  may  be  placed 
Ih  laid  in  cemenl  mortar,  using  a  mix  in  the  proportion  of  1  cement  to  3  sand.  Care 
lid  be  taken  in  this  tvpo  of  construction  to  sec  that  all  materials  are  reasonably  clean. 

liould  h<:  given  to  sue!,  items  of  construction  as  properly  extending  the  ends  of  the  struc- 
i  over  the  banks,  protection  of  the  hanks  and  gully  floor  below  by  the  apron,  placing  of  the 
Adequate  spillway  area  must  be  provided,  allowing  a  minimum  of  6-mch  freeboard 
i  high  water  and  the  meadow  level.    This  type  of  structure  should  be  considered  as  first-class 
construction  ami  of  a  distinctly  permanent  nature. 
S  f  !;_-  ,iv  .".ii  for  construction  details. 

_'7.  Concrete  Checks. 

Concrete  construction  will  be  used  only  where  the  most  permanent  type  of  control  is  required  and 
ufficienl  rocks  of  sizes  over  10  inches  for  construction  of  rubble-masonry  checks  cannot  be  had. 
\    osarily,  cement  and  good  aggregate  must  be  available. 

first  step  in  the  construction  is  to  excavate  to  solid  bearing,  providing  the  necessary  cut-off 
aid  extending  the  excavation  into  the  banks  for  the  wing  walls.    Next,  the  structure  must  be 
med  up  i"  receive  the  concrete.    Unless  it  is  over  5  feet  in  total  height,  a  single  pour  can  be  used. 
:  rete  mix  rdiould  be  in  the  proportions  of  1  cement  to  2}i  sand  to  5  coarse  aggregate.    Care  must 
be  i nken  to  see  that  the  materials  are  clean. 

In  designing  the  structure  there  should  be  sufficient  spillway  area  for  an  estimated  10-year  maximum 
This  should  he  determined  in  the  manner  outlined  in  the  accompanying  run-off  data, 
fur  const  ruction  details. 

28.  Wire  Fence  Checks. 

Wire  fence  checks  are  intended  for  use  in  raising  the  gully  beds  of  silting  channels.  A  series  of  these 
5S  the  bottom  of  the  gully,  located  at  intervals  according  to  the  slope,  so  that  the  crest 
one  is  approximately  on  a  level  with  the  foot  of  the  check  above,  will  gradually  raise  the  bed.  The  checks 
sho  dd  be  limited  to  a  maximum  height  of  18  inches  in  order  to  insure  their  stability.   The  space  behind 
ictures  will  probably  silt  up  in  one  or  two  seasons.    After  the  silt  has  been  deposited  on  the 
urimum  slope  on  which  it  will  stand  without  the  protection  of  vegetative  cover,  the  next  step  will  be 
another  series  of  similar  checks  on  the  deposited  material.   This  process  should  be  repeated 
until  the  stream  bed  is  raised  to  the  level  required. 

Jn  the  construction  of  harriers  of  this  type,  either  old       to  2 %-inch  pipe  or  3-  to  4-inch  wood  posts 
v  he  n-ci|.  -paced  at  about  4-foot  intervals  across  the  gully  or  channel.  A  fairly  close  woven  wire  mesh, 
I  wire,  extending  at  least  1  foot  below  the  surface  of  the  gully  bottom,  should  then  be  placed 
mi  -idc  of  the  posts.   The  structure  should  be  braced  by  tight  wires  extending  upstream 
driven  firmly  into  the  ground.   To  provide  against  washout,  the  ends  of  the  structure  must  be 
rejected  into  the  bank,  thereby  keeping  the  water  away  from  the  ends.   Finally,  the  earth 
seal  must  be  placed  on  the  upstream  side  of  the  check  to  make  it  water-tight, 
should  be  provided  to  prevent  undercutting  of  the  downstream  side, 
icture  Bhould  be  considered  as  temporary  in  nature,  and  should  not  be  placed  in 
:  high-water  flow  will  carry  large  amounts  of  abrasive  material  which  might 
here  the  volume  and  velocity  of  flow  will  be  great  enough  to  undermine 
eral  guide  to  limit  the  volume  and  velocity  of  flow  for  earth  or  clay  channels, 
ined  by  multiplying  the  anticipated  10-year  run-off  in  second-feet  by  the  average  slope 
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a 


of  ,|,o  channel  in  peiwnt  *liouW  n»l  exceed  200.  Thus,  for  a  channel  of  2  percent  slope,  this  wire  structure 
should  nol  Ih<  usihI  for  Hows  greater  than  100  second-foot. 
>«•<•  figure  *>'-  for  construction  details. 

29.  UK  Checks. 

In  oerUin  areas  where  the  meadows  are  surrounded  by  heavy  timber,  there  may  be  very  little  rock 
BV«Uble  for  construction  purposes,  which  .nay  necessitate  the  use  of  log  checks.  _  Checks  built  of  logs 
,  bfl  considered  of  semipermanent  nature  only,  as  the  life  of  such  structures  is  limited  by  the  durability 
of  the  logs  used  and  will  rarely  exceed  10  years.  . 
Ordinarily  the  heighl  of  log  checks  below  the  spillway  notch  to  the  gully  bottom  should  be  limited 

to  a  maximum  of  2  feet.  j,  _ 

The  site  for  the  structure  must  he  trimmed  and  loose  material  removed,  ihe  excavation  should 
be  made  just  large  enough  to  facilitate  placing  and  tamping  the  logs.  The  vertical  and  wing  logs  must 
extend  into  solid  ground  a  sufficient  depth  to  guard  against  wash-out  and  provide  stability  for  the  structure. 
Thej  ahould  extend  about  6  inches  above  the  bank  to  provide  the  proper  freeboard.  In  the  construction 
..f  the  apron,  the  sides  must  be  built  high  enough  to  prevent  side  cutting.    It  is  important  to  peel  all  logs 

lit  i hem  tightly  together.  The  backfill  around  the  logs  must  be  tamped  into  place  so  that  firm 
ground  remains  around  the  completed  structure.    The  logs  may  be  spiked  or  wired  together. 

|  stem  ...\  required  should  be  computed  according  to  the  accompanying  run-off  data.  A  struc- 
ture of  this  type  will  withstand  very  heavy  storms,  if  it  is  in  good  condition. 

See  figure  53  for  construction  details. 

30.  Brush  Checks. 

The  use  of  brush  checks  should  be  restricted  to  areas  where  large  stones  are  scarce  and  small  timber 
plenty  of  brush  are  available  for  temporary  construction.    Very  effective  structures  can  be  built  if 
attention  is  given  to  details. 

endenl  on  the  height  required,  the  vertical  posts,  which  give  stability  to  the  structure,  may  be 
into  the  ground  or,  if  much  over  2  feet  high,  can  be  placed  in  dug  holes.    Next  to  the  ground 
between  the  two  rows  of  posts,  a  compacted  layer  of  fine  brush  is  required.    On  top  of  this,  layers  of  well 
compacted,  coarser  brush  should  be  laid.    The  brush  forming  the  apron  should  be  held  in  place  by  a 
staked  in  position.    To  complete  the  check,  crosspoles  holding  the  brush  down  must  be  wired 
Attention  should  be  given  to  the  item  of  making  the  ends  of  the  structure  higher  than  the 
ad  'Mending  them  1  foot  into  the  bank,  in  order  to  keep  the  water  away  from  the  ends  of  the  dam, 
thus  preventing  wash-outs.    Finally,  the  earth  seal  must  be  placed. 

The  spillway  area  should  be  determined  according  to  the  run-off  data  given. 
Maintenance  will  be  very  necessary  for  this  kind  of  dam. 
See  figure  54  for  construction  details. 

A  Less  substantia]  brush  dam  using  a  single  row  of  posts  can  be  used  in  places  where  the  gully  is 
small  and  the  drainage  area  does  not  exceed  10  acres.    Details  are  shown  in  figure  55. 

The  brush  is  most  conveniently  handled  in  bundles,  and  is  usually  wired  in  bundles  of  6-  to  10-inch 
-  it  i-  cut.    After  excavating  for  the  foundation,  lay  bundles  for  the  apron,  and  then  build 
cresl  by  lamping  the  bundles  tightly  and  holding  them  in  place  by  backfill  on  the  upstream 
e  posts  furnish  most  of  the  strength,  they  must  be  of  substantial  size  and  solidly  placed, 
shown  in  the  drawing  to  concentrate  the  flow  toward  the  middle. 

i  of  brush  treatment  which  is  useful  in  shallow  gullies,  which  have  less  than  an 
•  is  sometimes  called  "flow  line  brush  paving."    After  shaping  the  gully 
3hape,  place  a  thick  layer  of  brush  with  the  stems  normal  to  the  direction  of 
A  ire  it  in  place  by  one  0r  more  longitudinal  lines  of  wire  that  are  fastened  to  stout  stakes  driven 
U  v.  feel .    Cedar  or  juniper  brush  are  very  desirable  for  this  use. 
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SEMI -PERMANENT  STRUCTURE  FOR  USE 
IN   AN  V  GULLY 
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Campacfeet  ^J^^ 
fine  short  brush 


■U  LONGITUD/NAL  SECTION 

SHOWING  ORIOtNAL  OUUr  BANKS 


Trench  >  &'H  ' 


Vil7 


to  pre  </ent  cattle 
■from  break /nj  bonk, 
(where  required) 

Set  posts  firmly,  p/oce  brush 
compoctly,  onct  w/re  crest  po/es 
securely.  Tie  posts  together 
with  2  m9  oat.  wires  as  shown 


Make  tight 
abutment 


ti/n  <3"et/a. 


DO  liVIVS  Tf?EA  M  ELEVAT/Ott 


f/ow  Data 


Approx 
Depth  6. 
See  o 


I  — 


>ECTlON  A- A 


FIGURE  54 

BRUSH  CHECK 
(double  row  post  type  ) 

TEMPORARY    STRUCTURE  FOR  USE 
IN    ANY  GULLY 
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Downstream  Elevation 


Flow 


Backfill  holds  brush  \ 
in  place 


FLOW 

DATA 

Depth  "D" 

Per  ft.  oF 

Length  "L" 

0.5  fr. 

t.O  c.f.s. 

1.0 

2.5 

/  .5 

5.0 

Pasts  should  be  ot  teasf  6"  did 
in  deep  setting 


Section  A- A 


^7; 

■Not  less  than  it^  S- 
BRU5H  BUNDLE 


FIGURE  55 

BRUSH  CHECK 

SINGLE  ROW  POST  TYPE 

TEMPORARY  STRUCTURE  FOR  USE  ONLY 
IN  SMALL  GULLIES   WITH  DRAINAGE. 
AREAS  LESS  rhAN  IO  ACRES 


Chapter  V 


ESTIMATED  COST  OF  RESTORING  1  A  GULLY 

31.  Assumed  Problem. 

For  discussion,  the  following  assumptions  are  made: 

a.  That  it  is  necessary  to  restore  a  gully  in  a  mountain  meadow  or  valley  similar  to  that  shown 
in  figure  56. 

b.  The  drainage  area  above  the  meadow  is  5  square  miles. 

c.  The  average  annual  maximum  flood  is  50  second-feet  and  the  average  10-year  maximum  flood 
is  200  second-feet. 

d.  The  meadow  or  valley  is  2  miles  long  and  a  fourth  of  a  mile  wide. 

e.  The  soil  in  the  upper  mile  of  the  valley  is  an  adobe  and  in  the  lower  mile  is  disintegrated  granite 
much  more  erosible  than  the  adobe. 

/.  The  gully  extends  along  the  axis  of  the  valley. 

g.  The  slope  of  the  gully  bottom  for  the  upper  mile  is  1  percent  and  for  the  lower  mile  is  0.75  percent. 

h .  The  drops  or  overfalls  in  the  upper  mile  are  400  feet  apart  and  4  feet  high,  and  in  the  lower  mile 
are  600  feet  apart  and  7.5  feet  high. 

/'.  The  distance  from  the  valley  floor  to  the  bottoms  of  the  drops  is  6  feet  in  the  upper  mile  and 
12.5  feet  in  the  lower  mile. 

j.  The  gully  is  6  feet  wide. 

k.  The  gullies  at  right  angles  to  the  main  gully  have  just  started  in  the  upper  mile  and  in  the  lower 
mile  have  progressed  about  100  feet. 

/.  The  slope  of  the  valley  from  the  sides  toward  the  gully  is  3  percent. 
m.  Ample  funds  are  available  for  a  long  period  of  time. 

32.  Suggested  Solutions. 

The  method  of  restoring  this  gully  will  consist  of  control  measures  a  and  I.  Consideration  will  be 
given  to  applying  them  in  the  following  different  ways: 

Solution  1. 

Measure  a:  The  number  of  livestock  permitted  on  the  drainage  area  tributary  to  the  valley  wdl  be 
reduced  to  allow  vegetation  to  return  more  rapidly.  The  trough  of  the  valley  will  be  fenced  to  exclude 
grazing  and  allow  the  sod  to  regain  its  original  strength  and  thickness. 

Measure  I:  Loose  rock  checks  with  facing  laid  in  cement  mortar  (see  fig.  48)  wdl  be  constructed  in 
the  upper  mile  and  rubble  masonry  checks  (see  fig.  50)  will  be  constructed  in  the  lower  mile  of  the  gully. 
These  will  be  constructed  with  crests  6  feet  long  and  within  3  feet  of  the  valley  floor.  This  will  provide 
gufficienl  capacity  to  carry  the  average  annual  maximum  flood.  Floods  greater  than  50  second-feet  which 
occur  less  frequently  wi  U  spread  out  over  the  banks  rather  thinly  and  for  a  short  period.  Since  the  trough 
Of  the  vralley  will  be  fenced  W  can  be  assumed  that  the  sod  will  return  quite  rapidly  and  protect  the  valley 
trough  when  the  occasional  flood  overtops  its  banks. 

Solution  2. 

Measure  a:  The  same  as  in  solution  1. 


By  restoration  is  meanl  the  complete  Ailing  of  a  gully  to  its  original  ground  level. 
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Figure  56. 

Gully  in  a  Mountain  Meadow,  Cuyamaca  State  Park.  Calif. 
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Measure  /:  Wire  fence  checks  18  inches  high  (see  fig.  52)  will  be  constructed  in  the  bottom  of  the 
gully.  As  tb  ese  become  filled  up  other  checks  will  be  placed  on  top  of  the  silt,  thus  gradually  raising 
the  gully  to  the  same  height  as  the  permanent  structures  in  solution  1.  After  the  silt  has  been  raised  to 
the  proper  height,  loose  rock  checks  with  facing  laid  in  cement  mortar  will  be  constructed  to  hold  the 
silt  in  the  drainage  channel. 

Solution  3. 

Measure  a:  The  number  of  livestock  on  the  drainage  area  will  be  reduced  as  in  solutions  1  and  2, 
but  the  valley  will  not  be  fenced.  There  will  be  a  tendency  for  the  livestock  to  congregate  in  the  valley 
and  thus  delay  or  prevent  a  full  return  of  the  sod. 

Measure  I:  Loose-rock  and  rubble-masonry  checks  with  crests  6  feet  wide  will  be  constructed  as  in 
solution  1.  However,  since  the  trough  of  the  valley  cannot  be  protected  from  grazing,  it  will  not  be 
practicable  to  flood  the  banks  of  the  gully  to  the  extent  contemplated  in  solutions  1  and  2.  Therefore, 
the  check  dams  will  be  constructed  to  handle  the  10-year  maximum  flood  of  200  second-feet.  This  will 
require  provision  for  a  height  of  5.1  feet  of  water  over  the  crest  of  the  check.  To  allow  for  this  the 
checks  will  be  constructed  to  within  about  3  feet  of  the  top  of  the  gully  banks  and  wire  fence  wings  2  feet 
higher  will  be  extended  back  from  the  gully  on  each  side  to  where  the  ground  is  2  feet  higher  than  at  the 
gully.    This  will  require  wings  67  feet  long  on  each  side,  since  the  ground  slope  is  3  percent. 

Solution  4- 

Measure  a :  The  same  as  in  solution  1 . 

Measure  /:  For  the  upper  mile  of  the  gully  the  same  as  in  solution  1.    For  the  lower  mile  of  the  gully 
the  same  as  in  solution  2. 
33.  Comparative  Costs  of  Treatment. 

The  following  cost  figures  will  be  assumed  to  include  maintenance  of  the  structures  during  their 
necessary  life: 

Solution  1 

Measure  a:  4H  miles  barbed  wire  fence,  at  S350  "5 

Measure  I: 

Upper  mile  17  rock  checks,  at  $33   56^ 

Lower  mile  7  masonry  checks,  at  S300     2, 100 

Total  cost  solution  1  

Solution  2 

SI  575 

Measure  a:  \XA  miles  barbed  wire  fence,  at  $350   ' 

Measure  I:  ^4. 

Upper  mile  53  wire  checks,  at  $8  

Lower  mile  100  wire  checks,  at  S8   4 

Entire  gully  79  rock  checks,  at  $26   ' 

,    .     „    4,853 

Total  cost  solution  2  

Solution  3 

Measure  a:  No  fence— no  cost  (grazing  value  not  considered). 

Measure  I:  §561 

Upper  mile  17  rock  checks,  at  $33   2  100 

Lower  mile  7  masonry  checks,  at  $300   '  2ig 

Entire  gully  24  wire  wings,  at  $9    

 2,877 

Total  cost  solution  3    
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Solution  J, 


Ifoaurv  a:  Vt  miles  IwrUvi  wire  fence,  at  $350 


$1,  575 


I'pper  milo  17  rook  chocks,  at  $33 
Ixivwr  mill'  100  w  in*  chocks,  at  $8. 
I<o\vt«r  mile  14  rook  checks,  at  $3(1 


561 
800 
1,  144 


Total  cost  solution  4.. 


4,  080 


II.   Vnal\ sis  and  Decision. 

ition  l  will  give  iIk1  quickesl  and  most  positive  results.    The  relative  merits  of  the  other  three 
solutions  are  approximately  equal. 

any  one  of  (In-  four  solutions  will  effectively  restore  the  gully  and  the  assumptions  indicate 
iralue  to  be  placed  upon  speed  of  restoration,  the  solution  having  the  lowest  total  cost  will  be 
This  is  solution  3,  which  will  cost  $2,S77  against  $4,236  by  solution  1.    It  can  be  readily  seen 
thi-  example  thai  the  full  restoration  of  a  gully  is  a  very  expensive  process  which  can  be  justified 
ilv  in  special  cases.    In  general,  ii  would  he  sufficient  to  revegetate  without  restoring  the  gully. 
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Chapter  VI 


SOIL-SAVING  AND  DEBRIS  DAMS 

35.  Use. 

Soil-saving  and  debris  dams  are  constructed  where  the  primary  purpose  is  to  collect  and  store  the 
silt  and  debris  in  a  stream  channel  or  a  gully.  The  term  "soil-saving  dam"  is  usually  applied  where  the 
stored  silt  will  be  used  for  agricultural  purposes.  An  example  of  this  is  the  restoration  of  a  large  gully 
in  a  field  or  meadow.  The  term  "debris  dam"  is  usually  applied  when  the  purpose  is  to  prevent  the 
silt,  rocks,  and  other  flood  debris  from  being  deposited  on  valuable  property.  The  collecting  area  has 
no  other  particular  value  in  this  case. 

Soil-saving  and  debris  dams  are  usually  larger  structures  than  check  dams,  and  an  important  element 
in  their  location  is  the  presence  of  a  large  storage  basin  above  them. 

From  the  standpoint  of  service  and  permanence,  the  rubble-masonry  dam  will  be  very  desirable  as  a 
soil-saving  or  debris  basin  structure.  In  many  cases  it  will  be  used  as  the  spillway  in  combination  with 
earth  fill  embankments. 

Because  of  the  many  variables  such  as  foundation  conditions,  height,  depth  of  overflow,  amount  of 
freeboard,  and  so  forth,  the  design  of  each  structure  is  a  problem  for  individual  treatment,  and  should  be 
handled  in  whatever  manner  has  been  set  up  by  the  regional  offices.  Under  this  arrangement,  proper 
treatment  in  regard  to  such  important  features  as  cut-off  walls,  cross-sectional  area,  and  stilling  pool  or 
apron,  will  be  assured. 

Where  steep  narrow  canyons  do  not  permit  the  construction  of  a  debris  dam  in  the  channel,  it  is  often 
possible  to  build  a  dike  around  a  portion  of  the  flood  cone  at  the  mouth  of  the  canyon,  which  will  serve  to 
store  a  considerable  amount  of  eroded  material.  Such  a  dike  or  debris  basin  should  have  a  masonry  or 
concrete  spillway  at  the  lowest  point  to  allow  surplus  flood  water  to  drain  away.  The  interior  of  the 
basin  should  have  a  number  of  spreading  structures  to  cause  the  flood  to  deposit  its  load  in  the  upper  part 
of  the  basin  and  make  as  much  of  the  water  as  possible  seep  into  the  ground. 

Figure  14  shows  a  typical  debris  basin;  refer  also  to  page  20. 

36.  Earth  Fill  With  Drop  Inlet  Spillway  and  Auxiliary  Channel. 

As  in  all  earth  dams,  the  most  important  feature  in  the  design  is  that  there  be  enough  spillway 
capacity  to  prevent  flood  water  from  overtopping  the  earth  fill,  which  usually  means  loss  of  the  dam. 
It  is  not  usually  feasible  to  install  a  drop  inlet  structure  large  enough  to  handle  the  rare  floods  that  may 
occur  within  a  100-year  interval.  Instead,  an  auxiliary  overflow  channel  should  be  provided  to  carry  the 
excess  beyond  the  capacity  of  a  drop  inlet  designed  to  handle  the  25-year  flood. 

Where  the  natural  soil  is  of  a  tight  and  compact  nature,  and  in  climates  where  a  good  sod  cover  can  be 
maintained,  the  so-called  broad-crested  spillway  channel  can  be  used  for  auxiliary  or  emergency  service. 
The  requirements  are  a  wide,  shallow  channel  with  a  flat  slope  so  that  the  water  velocity  will  be  low 
enough  to  prevent  erosion  of  the  partially  protected  floor  and  sides.  The  heavier  and  tougher  the  sod 
cover  the  higher  the  safe  velocities  will  be,  starting  at  about  3  feet  per  second  for  bare  soil  and  increasing 
to  7  or  8  feet  per  second  for  tough  sod.  If  the  soil  is  not  suitable  because  of  sandy  or  porous  nature  and 
inability  to  grow  vegetation,  a  channel  lined  with  masonry  or  concrete  will  be  required.  See  chapter  III, 
sections  17  and  18,  for  further  information  on  the  design  of  these  channels. 

For  dams  that  will  have  inlet  drops  from  5  to  15  feet  high,  culvert  pipe  will  usually  prove  to  be  the 
least  expensive  material  to  use.  The  useful  life  of  galvanized  corrugated  iron  in  this  kind  of  service 
will  probably  range  from  20  to  40  years  depending  on  the  nature  of  the  soil.    The  basm  will  fill  up  long 
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of  concrete  or 
outlet'  structure 


Top  of  dam  after  settlement 


Avq.  high  wafer 
Lip  of  drop  in  let 


TO 

llll 


-Build  up  riser  in  short 
lengths  of  perforated  pipe 
to  furnish  adequate  sub- 
drainage  after  basin  is 
full  of  si  it. 


Corrugated  tron  culvert  pipe  with  banded  joints 
seated  with  plastic  aspha/t  compound  or  bur/ap  dipped 
in  hot  asphalt.  Lay  pipe  in  trench  excavated  in  undis- 
turbed solid  ground.    Tamp  fit/  at/  around  pipe  to 
prevent  /eoAape  a  Long  outside  surface. 


TYPICAL  SECTION  THRU  PIPE 


D  +  2' 


Heavy  weight  fence 
wire  for  screen  on 
timber  frame. 


Use  standard  connect- 
ing band  for  joint. 


SECTION  ON  <£ 

Showing  screen  for  inlet 


45' 


This  flare  increases  discharge 
capacity  but  is  not  essential. 

Discharge  table  below  is  for  pipe 
without  flare. 

DETAIL  OF  FLARED 
INLET 


DISCHARGE  CAPACITY  TABLE  FOR  CORRUGATED  PIPE 
c.f.s   


Pipe 

H  r  effective  head  in  feet 

Dia. 

5 

6 

7 

8 

9 

10 

12 

14 

16 

18 

20 

h 

12" 

10 

11 

12 

12 

13 

13 

14 

15 

16 

17 

18 

l'-5" 

15 

16 

17 

19 

20 

21 

22 

23 

24 

26 

27 

28 

l'-6" 

18 

23 

25 

27 

29 

30 

32 

34 

36 

38 

40 

42 

l'-10" 

24 

43 

46 

50 

53 

56 

59 

63 

68 

72 

75 

78 

2' -5" 

30 

69 

74 

80 

85 

89 

93 

102 

110 

116 

121 

126 

3'-0" 

36 

100 

108 

116 

123 

130 

137 

149 

160 

169 

178 

186 

3 '-8" 

42 

136 

149 

160 

170 

180 

189 

205 

220 

233 

244 

256 

4 1-2" 

h  = 

depth  of  water  over  end  of  pipe  to  give- 
63  given  in  this  table. 

full 

capacity 

FIGURE  57 

SOILSAVING  DAM 
EARTH  FILL  WITH  METAL  PIPE  OUTLET 
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Max.  HW.  \i  Surface 


l/se  o/?e  co/-o//  co//ar/brc/ams  op  /o  /S-, 
for  /?/cj/jer  dams  Ose  /fvo  co//ors. 


Tkp/cal     Sect/ on     r^/fta  Dam. 


DISCHARGE  CAPACITY  TABLE  FOR  CONCRETE  CONDUIT 

C.f .8. 


Total  head 
H  in  ft. 


 .  Size  of  Inlet   

2,x2«      2f'x2^,      3'x3'      3t'x3j'  4'x4' 


10 
12 
14 
16 
18 
20 
22 
24 
26 


78 
84 
89 
94 
98 
102 
106 
110 
113 


120 
130 
139 
147 
155 
162 
168 
174 
17S 


174 

188 
201 
213 
225 
236 
244 
252 
260 


234 
255 
275 
290 
305 
319 
331 
343 
354 


306 
332 
358 
380 
400 
417 
434 
450 
464 


SCHEDULE  OF  REINFORCING  STEEL 

Conduit 
Size 

Bar 
Mark 

Length 

Size 

Spacing 

2*x2' 

WT 

N 
H 

Continuous 
None 

See 

5/8"  i> 
next  pag 

13" 

e 

2-E'x2i-' 

I&V 
N 
H 

Continuous 
15"xl5" 
See 

5/8"^ 
Same  as  I 
next  pag 

16" 
ars  "H" 
e 

3'x3* 

LScV 
N 
H 

Continuous 
16"xl8" 
See 

5/8"^ 
Same  as  E 
next  pag 

9" 

ars  "H" 

e 

4*x4* 

IAV 
N 
H 

Continuous 
24"  x24" 
See 

5/8"  <(> 
Same  as  E 
next  pas 

13" 
ars  "H" 

e 

FIGURE  58 
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PT-PH 


r 


D 


Si 


SecT/o/v  A-A 
Baffle  Wall 


R*D 


D 


VfRT/CAL 

■3aks"V" 


Sec  r/ort   F-  F 
Show/hg  Ttp/cal  Vert/cal 
/^e  //veorc//vg 


1/ert/cal  Cross-  Sect/on 
Thru  R/ser 


/2  5 


&  &  /2"  o.  c. 


sV  *  /2'o.c. 


/2.S 


/2.S 


8       e>  /2  "o.  c.     jV  ©  8"o.c. 


b"0&8"o.C.        %~     (§>  S"o.C. 


2  4  &  /2~  o.c. 


/  V  <?-  /2"  o.  c. 


2" 9" o.c.  z"^e>e"o.c. 


2  " °  @  e  "  o.c. 


2 "  o  &  e'o.c. 


12.S 


JV <§>  6 "o.c: 


2  V<§>  e'o.c 


Sect/ on  Thru  L/p 


Ou/s/a/e  any/e  6&rs  A/y 


-Long  1  tod  the/ 


Sfct/on  Thru  Barrel. 


12.S 


2  V  e  s'o.c 


2  V  €>s"cxc. 


'  G>  6~o.  c. 


2  0  e>4  o.c. 


2  "o  (PS  o.c. 


s/ze  of  conduit 
2'  ■  2' 


2s  '  22 


Size  and  Spacing  of  Hoop  Reinforcing  Steel. 

(Bars  7/7 


FIGURE  59 
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before  that  time,  so  that  the  drop  inlet  feature  will  no  longer  be  required.  However,  some  kind  of  sur- 
face spillway  with  capacity  to  handle  all  run-off  will  have  to  be  provided  when  the  pipe  goes  out  of  service. 

In  selecting  the  site  for  this  kind  of  dam,  the  choice  will  usually  be  dictated  by  the  gully  and  water- 
shed requirements  rather  than  by  foundation  or  topographic  conditions  under  the  dam.  Since  the 
reservoir  is  to  be  used  primarily  for  collecting  soil  rather  than  water,  it  is  not  essential  that  the  dam  or 
its  foundation  be  particularly  impervious.  In  preparing  the  base,  clean  off  all  sod,  stumps,  or  other 
vegetable  matter  and  plow  the  surface  to  give  good  bond  between  the  base  and  the  fdl  material.  The 
culvert  pipe  should  be  laid  in  a  trench  excavated  in  natural  ground.  As  the  backfill  progresses,  tamp 
it  carefully  against  the  sides  of  the  pipe  as  in  all  culvert  installations.  Use  standard  connecting  bands 
and  cinch  bolts  to  join  the  sections  together.  The  riser  is  best  made  of  2-foot  sections  above  the  elbow, 
adding  additional  pieces  as  the  level  of  the  soil  deposit  increases.  In  locations  where  underdrainage 
may  be  slow,  standard  perforated  pipe  can  be  used,  facing  the  perforations  on  the  upstream  side.  As 
noted  on  figure  57,  the  use  of  the  flared  lip  to  the  riser  is  optional.  Under  some  conditions,  it  may 
increase  the  discharge  capacity  6  or  8  percent  over  that  listed  in  the  table. 

For  higher  dams  with  a  drop  of  20  or  25  feet,  reinforced  concrete  spillway  structures  will  be  found  the 
cheapest  and  will  also  have  the  longest  life  if  well  built.  All  details  of  the  design  shown  in  figures  58 
and  59  must  be  followed  if  maximum  capacity  is  to  be  had.  When  the  depth  of  water  flowing  over  the 
lip  is  1.2  times  the  width  of  the  opening,  the  full  capacity  is  realized.  This  capacity  depends  on  the 
existence  of  a  vacuum  in  the  upper  end  of  the  tube,  and  it  is  therefore  important  that  the  barrel  flow 
full  to  keep  air  from  entering  from  below  to  break  the  vacuum.  It  is,  therefore,  important  that  the 
maximum  slope  restrictions  shown  in  figure  58  be  observed. 

[f  there  is  danger  of  much  floating  debris  in  the  water,  it  will  be  advisable  to  build  a  trash  screen 
around  the  inlet,  as  shown  in  figure  57.    This  may  prevent  serious  damage  from  a  clogged  inlet  structure. 

37.  Earth  Fill  Dams  With  Masonry  Spillways. 

Where  the  amount  of  run-off  is  too  great  for  a  drop  inlet  spillway,  a  cement  rubble  masonry  spillway 
is  often  used.  Figures  60  and  61  show  such  structures  as  used  on  flood-control  projects  handled  by  the 
United  States  Forest  Service  in  Utah. 

38.  Masonry  and  Concrete  Dams. 

Figure  62  shows  a  rubble-masonry  arch  debris  dam  constructed  by  the  United  States  Forest  Service 
in  California. 

W  here  large  masonry,  concrete,  or  earth  dams  are  constructed,  they  should  follow  the  principles 
of  construction^  specified  in  the  handbook  on  the  Design  and  Construction  of  Forest  Service  Dams. 
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figure  60. 

Earth  Fill  Debris  Basin  With  Masonry  Spillway. 


Figure  61 . 

Earth  Fill  Debris  Dam  With  Masonry  Spillway. 
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Chapter  VII 
MISCELLANEOUS  STRUCTURES 

39.  Contour  Furrows. 

On  devegetated  slopes  there  is  little  to  retard  the  flow  of  accumulating  rainfall,  so  it  runs  down  the 
slopes  with  increasing  velocity,  picking  up  particles  of  soil  as  it  goes.  A  method  of  reducing  this  surface- 
water  loss  is  to  promote  absorption  by  collecting  the  water  in  level  ditches  in  which  it  is  retained  until 
completely  absorbed.  From  the  viewpoint  of  water  conservation,  this  is  a  very  desirable  condition. 
The  reduction  in  surface  run-off  decreases  erosive  action  and  flood  peaks,  and  the  additional  ground 
moisture  aids  vegetative  growth  and  increases  the  ground-water  supply. 

A  complete  contour  furrow  system  provides  furrows  with  correct  size  and  spacing  so  that  all  the 
rainfall  from  the  most  intense  storms  can  be  retained.  On  very  steep  slopes  it  is  particularly  important 
that  the  furrows  hold  all  the  water,  because  if  they  overflow  there  wifl  be  a  break  in  the  side  wall  which 
will  concentrate  the  outflow  and  perhaps  be  the  cause  of  a  new  gully  formation.  Figure  63  on  page  80 
shows  a  detafl  view  of  one  of  these  systems  on  a  rather  steep  slope.  Note  that  cross  dams  have  been 
made  at  frequent  intervals  to  prevent  longitudinal  flow  in  case  of  a  break  in  the  furrow  or  poor  grade 
alinement.    The  top  of  the  cross  dams  should  be  somewhat  lower  than  the  outside  of  the  furrow. 

On  moderate  slopes,  the  spacing  of  the  furrows  can  be  increased  and  their  capacity  reduced  so  that 
they  can  be  expected  to  overflow  at  rare  intervals,  at  which  time  no  harm  will  be  done  because  settlement 
of  the  banks  and  vegetative  recovery  have  put  the  ditch  walls  in  condition  to  resist  cutting.  The  addition 
of  vegetation,  either  natural  or  planted,  in  the  bottom  and  on  the  sides  of  the  furrows  is  desirable  because 
it  increases  the  absorption  factor  and  binds  the  sod  against  erosion. 

The  spacing  and  capacity  of  the  furrows  are  two  of  the  most  important  factors  in  the  design  of  a  sys- 
tem. Steep  slopes  on  tight  soils  which  absorb  water  slowly  will  require  ditch  capacities  that  will  be  needed 
at  very  rare  intervals,  say  50  years.  As  the  slopes  become  flatter  and  the  soils  more  absorptive,  the  fre- 
quency of  storms  which  will  cause  overflowing  can  be  shortened.  The  condition  of  vegetative  growth 
and  the  speed  with  which  it  can  be  expected  to  take  hold  can  also  be  considered.  The  object  is  to  ob- 
struct and  delay  the  surface  water  to  promote  a  maximum  amount  of  infiltration  and  a  minimum  amount 
of  damage  from  erosive  and  flooding  action. 

Figures  5  and  6  show  a  contour  furrow  system  in  porous  soil  on  a  very  steep  slope. 

40.  Ditches. 

Intercepting  ditches  (measure  b)  are  constructed  above  an  eroded  area  to  reduce  the  amount  of 

run-off  on  the  actual  eroded  area  itself. 

Diversion  ditches  (measure  m)  are  constructed  to  divert  water  from  a  gully  or  other  channel  and  carry 
it  to  spreading  structures,  another  channel,  or  to  a  debris  basm. 

The  following  principles  should  be  observed  in  their  construction: 

1.  Provide  sufficient  capacity  to  carry  the  maximum  probable  run-off.    This  should  ordinarily  be 

the  10-vear  maximum.  .  ,  ■  ™ 

2  The  gradient  of  the  ditch  should  be  sufficient  to  carry  the  run-off  without  an  excessive  accumu- 
lation of  silt  in  the  ditch  and  yet  not  steep  enough  to  cause  cutting  in  the  ditch. 

3.  Points  along  the  ditch  that  are  endangered  by  the  advance  of  a  gully  from  below  should  be  pro- 
tected by  means  of  a  gully-head  plug.  d;=nosal  works 
,   The  poinl  where  the  ditch  empties  into  the  protected  drop  channel  or  other  disposal  worKs 

should  be  protected  by  means  of  a  check  dam  and  apron. 

(79) 
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41.  Spreading  Structures. 

The  function  of  spreading  areas  is  to  provide  a  safe  disposal  ground  for  diverted  run-off,  where  it 
can  sink  into  the  soil  without  damage  to  the  surface.  The  desirable  features  are  low  velocities  of  flow 
and  a  soil  made  porous  through  vegetation  or  by  artificial  means.  A  well-sodded  area,  or  a  wooded 
or  brush-covered  site  can  be  used  without  alteration.  If  such  conditions  are  not  available,  artificial 
spreading  structures  can  be  used  instead.  Where  the  arrangement  is  to  be  of  long  duration,  trees  and 
brush  should  be  planted  so  that  they  will  be  ready  to  supplant  the  artificial  structures  when  their  use- 
fulness is  over. 

Spreading  structures  may  be  constructed  of  any  of  the  materials  commonly  used  on  erosion  control 
projects.  Where  the  amount  of  run-off  is  small,  wire-netting  fences,  brush,  logs,  or  loose  rock  may  be 
used.  For  flows  exceeding  about  10  second-feet,  the  spreading  structures  must  be  substantially  built  of 
logs,  masonry,  or  concrete.  After  the  large  stream  has  been  broken  up  into  smaller  units,  the  lighter 
types  of  spreading  structures  may  be  used. 

Figure  64  shows  a  V-shaped  spreading  structure  of  masonry  for  large  flows.  Figure  65  shows  a 
typical  system  of  wire-netting  spreaders  below  a  diversion  ditch.  Details  of  these  structures  are  shown 
in  figure  66. 

To  distribute  tbe  flow  from  a  diversion  or  intercepting  ditch,  screened  openings  in  the  downhill  side 
of  the  ditch  can  be  arranged  to  release  only  part  of  the  flow  from  each  to  give  as  widespread  distribution 
as  possible.  In  figure  66,  the  first  opening  reaches  only  halfway  to  the  ditch  bottom,  the  second  one 
three-fourths  of  the  way,  and  the  last  one  is  on  the  same  level  as  the  ditch  bottom.  The  number  and 
depth  of  the  outlets  will  vary,  depending  on  the  amount  of  flow,  the  ground  slope,  and  the  absorptive 
quality  of  the  soil. 

The  wire-mesh  spreaders  are  built  in  a  flat  V-shape  with  the  point  of  the  V  in  line  with  the  greatest 
flow  to  be  most  effective.  The  angle  of  the  V  should  be  such  that  the  ground  slope  along  the  wings  is  not 
steeper  than  1  percent,  As  a  general  rule,  the  spreading  should  only  be  done  on  areas  where  there  is  a  good 
sod  cover  to  prevent  trouble  from  erosion. 

The  spreader  wire  should  be  a  close  diamond  pattern  or  equal,  preferably  24  inches  wide  for  the  larger 
areas  and  18  inches  for  the  others.  One-half  of  the  width  is  buried  in  a  trench  which  is  back-filled  with 
stones,  -ravel,  brush,  or  other  porous  material.  The  effectiveness  of  the  barriers  can  be  increased  by 
weaving  brush,  straw,  etc.,  into  the  wire. 

After  installation,  the  spreading  areas  should  be  inspected  occasionally  so  that  any  tendency  to  start 

erosion  can  be  corrected. 

42.  Brush  Wattles. 

Where  it  is  necessary  to  treat  some  small  barren  area  such  as  a  roadside  fill,  or  cut,  or  some  newly 
completed  slopes,  the  wattle  method  may  be  the  most  efficient.  A  complete  description  of  tins  wattle 
method  is  given  in  the  United  States  Department  of  Agriculture  Circular  No.  380,  Erosion  Control  on 
Mountain  Roads  "  by  C.  J.  Kraebel.  In  general,  the  method  is  to  bury  wattles  which  are  composed  of 
willows,  baccharis,  or  other  shrubs  made  into  a  continuous  rope  from  6  to  8  inches  in  diameter,  m  hori- 
zontal trenches  which  are  usually  about  3  to  5  feet  apart  on  the  slopes.  These  wattles  are  further  supported 
on  bose  dopes  by  driving  stake's  into  the  banks.  The  wattles  hold  the  fill  in  place  until  the  vegetation 
Ln  establish  itself.  Thl  wattles  may  be  aided  by  the  planting  of  weeds,  gram,  or  other  vegetation. 
Figure  19  shows  the  use  of  brush  wattles  on  a  road  fill. 

8  Details  of  costs  and  methods  of  using  this  plan  are  given  m  Mr.  Kraebel  s  ^^kJ 
be  discussed  here  at  length.    The  cost  of  this  treatment  may  be  said  roughly  to  be  about  $500  per  acre 
lich  Mto  it  use  to  comparatively  small  areas  of  great  importance,  and  particularly  to  where  it  is 
^ediTly  desirable  to  hold  the  soil  in  place,  such  as  areas  that  have  been  disturbed  by  plowing  or 

on  recent  earth  fills. 

Figure  67  shows  the  construction  details  of  a  brush  wattle. 
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FIGURE  64. 

Rubble  Masonry  Spreading  Structure  With  Loose  Rock  Wings. 
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Figure  68. 

Downstream  side  of  Arch  Type  Check  Dam  of  Corrugated  iron. 


Figure  69. 

Upstream  Side  of  Arch  Type  Check  Dam  of  Corrugated  Iron. 
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FIGURE  70. 

End  View  of  Multiple  Arch  Check  Dam  of  Corrugated  Iron. 


Figure  71 . 

Upstream  Face  of  Multiple  arch  Check  Dam  of  Corrugated  Iron. 
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43.  Fabricated  Sheet  Metal  Structures. 

By  working  in  cooperation  with  the  fabricators,  several  all-steel  check  dam  designs  have  been 
developed  but  have  not  been  tried  out  in  practice.  They  will  be  described  briefly,  as  they  may  prove 
useful  for  special  installations  or  for  experimental  work. 

A  single  arch  type  structure  is  shown  in  figures  68  and  69  which  give  the  upstream  and  downstream 
views  respectively.  The  U-shaped  sections  at  the  ends  serve  as  the  abutments,  and  are  to  be  filled  with 
compacted  soil  after  placing.  The  height  and  arch  span  can  be  varied  to  suit  the  requirement.  Prices 
will  vary  in  different  localities,  but  for  a  mill  at  Berkeley,  Calif.,  a  price  of  $23.20  has  been  quoted  for 
the  first  2-foot  height,  with  each  additional  2-foot  lift  costing  $17.44. 

In  figures  70  and  71a  three-unit  multiple  arch  design  is  shown.  These  arches  are  bolted  to  light  rail 
sections  which  are  driven  into  the  ground  to  serve  as  posts.  The  price  quotation  of  a  Berkeley,  Calif, 
mill  is  $22.59  for  a  three-arch  unit  with  two  cut-off  wings  at  a  height  of  2  feet.  Each  additional  2-foot 
lift  would  cost  $17. 

Figure  72  shows  another  type  which  is  limited  in  height  by  the  width  of  a  standard  corrugated 
sheet.  The  effective  height  will  be  about  15  inches.  The  photograph  shows  the  downstream  side  with  a 
sheet  in  place  to  serve  as  an  apron,  which  is  not  provided  on  the  other  designs.  In  addition  to  the  weight 
of  backfill  on  the  ends,  the  structure  should  be  fastened  to  the  ground  by  a  few  steel  pins  driven  through 
the  sheets  into  the  foundation.  A  compacted  ridge  of  soil  underneath  will  probably  be  required  to  support 
the  sloping  faces.    The  price  of  the  section  shown  was  quoted  as  $23.28  at  a  Berkeley,  Calif.,  mill. 

If  this  latter  type  were  made  with  a  splice  near  the  middle,  it  would  be  easier  to  install  and  more 
flexible  for  sites  of  various  widths.  In  some  soils  it  might  then  be  jacked  into  place  to  eliminate  exca- 
vation at  the  ends. 

The  prices  given  in  this  section  are  of  course  subject  to  change,  and  will  vary  in  different  regions.  They 
are  given  only  for  comparative  value. 
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